Atandonmen 
Of patients, 9:3 


Abdomen 

Bandaging of, 13:202 

Increased girth of, as sign of metastatic 
lung cancer, 16:47 


Pain in & 


Common bile duct obstruction as Cause 


of, 4:6 
As sympior of cholecystitis, 2: 
Trauma to 
Peritoneal lavage for, 2:117 
Scrotal symptoms in, 21:58 
Splenic rupture as result of, 18:45 
of, indications for, 18:51 


placentae 
Management-of, 3:71 


Abscess 
* Anorectal, 4:100 | | 
Cutaneous, disadvantages of 
antibiotics, for, 2:46 
Periodontal, 18:19 | 
Retropharyngeal, in children, 1:115 


Acebutolol 
For arrhythmias, 12:34 


Acetaminophen | 

Overdose from, missed diagniiela of, 
16:142 

Toxicity from, in alcoholics, 3: 231 
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Issue No. Date 


APRIL 185.3 SEPTEMBER 15 


JANUARY 15 = g......... 
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Acquired immunodeficiency syndrome ~— Aganglionosis 


See AIDS 


Activated partial time - 


Laboratory evaluation of, 16:109; 18:85 


Acupuncture 


For low back pain, 14:170 


ln pain management, 20:158 


Acyclovir 
For herpes simplex, 14:55 


- For varicella-zoster, 14:76 


Adolescents 
See Children 


Adrenal insufficiency 
Drug-regimen changes for travelers with, 
11:41 


Advanced life-support systems 
For ski injuries, 21:3 


Aeromonas hydrophila 
Oysters as source of, 13:36 


Afghanistan 
Volunteer medical service in, 16:3 


AS cause of 6:137 


AIDS 
In children, management of, 14:45 
Clinical manifestations of, 1:26 
Neurologic, 1:28 
Treatment of, 1:33 
Needle-stick injuries involving, 2:42 
Protecting blood supply from, 8:130- 
Significance of, 1:2 
Tulgerculosis and, association between, 
9:88, 114 


2 AIDS-related complex 


Airway 


_ Emergency management of, 9: 135; 19:54; 


20:80 
In laryngeal trauma, 19:54 
In maxillotacial trauma, 21:91 


-Obstruction-of, computer test on, 8:75 


Obstructive disease of, in low-birth-weight 
infants, 16:53 


Albuterol 
For cough variant asthma, 17:89 
continued 
149 


VOLUME 


INDEX 1986 continued 


For pediatric asthma, 4:52 


Alcohol 
Abuse of, 3:130; 21:46 
Discouraging use of, in pregnant teenagers, 
Ethyl, for antisepsis, 5:199 
Withdrawal from, 16:24 ne 
Management of, 16:34 


Alcoholism 
Among homeless, 17:116 
Toxic effects of acetaminophen in, 3:231 


Allergy 

As cause of pediatric cough, 4:33 

Dermatologic, causes of, 15:25 

To herbal teas, 20:29 

Injections for, anaphylaxis from, 14:111 

To penicillin, diagnosis of, 17:136 

Total, psychiatric disorders described as, 
8:63; 16:11 (letter) 


Alpha-fetoprotein 
In prenatal diagnosis of neural tube de- - 
fects, 16:98 


Alport’s syndrome 
As cause of pediatric hematuria, 17:25 


Alveolitis 
Postextraction, 18:20 


Alzheimer’s disease 
Differential diagnosis of, 5:53 


Ambulance 8 
Air, standards for, 10:3 


Aminophylline 
For asthma, 8:41 
For pediatric asthma, 4:51°* 


Amiodarone 

Antiarrhythmic properties of, 12:46 
Drug interactions with, 12:47 

Side effécts of, 12:47 


Amniocentesis 
Fetal risks of, 13:12 (letter). 
For pregnant women over 35, 3:44 


Amoxicillin . 
por cystitis, failure of, 5:87 © 
For pediatric sinusitis, 1:115; 4:59 


Amphetamines 
Abuse of, 3:130 


Amphotericin B 
For AlDS-related cryptococcus, 1:33 


Ampicillin 
For Hemophilus influenzae, 14:50 


i 


-For ne 


For meningitis, 6:88 
For meningococcal infection, 14:60 
Natal strep prophylaxis, 19:50 


Amyl nitrite 
As cause of methemoglobinemia, 15:90 
For cyanide poisoning, 14:197 


Amyotrophic lateral sclerosis 
Plasmapheresis for, 21:73 


Analgesia 
In pain management, 20:153° ® 
Perioperative, 3:225; 11:173 


Anaphylaxis 
Injections as causes of, 14:111 
Streptokinase as cause of, 16:120 


Anemia 
Acute-blood-loss, hyperbaric oxygen for, 
§342| 
lron-deficiency, skin pallor as sign of, 
18:117 
Sickle cell 
Diagnosis of, 16:169 
Hematuria as sign of, 17:51 


Anesthesia 

Agents for, transplacental transfer of, 
13:131 

In asthmatics, 14:211 

In elderly, effects of, 16:139 

Hepatotoxicity from, 18:105 

For lacerations, trick for achieving, 10:96 

Local, for outpatient surgery, 3:223; 5:201 

Malignant hyperthermia from, 15:107, 139 

In morbidly obese patients, 14:234 


In pregnant surgical patients, ‘13:11 1 


Pulmonary complications. from, 17:152 


Regional, for carotid endarterectomy, 5:63 


In surgical patients with pheochromocy- 
toma, 14:221 
See also Analgesia; Pain 


Aneurysm 
Abdominal, as cause of low batt age 
14:124 


Angina 

Risk of air travel in patients with, 11:28 
As surgical risk factor, 9:31 

Unstable, aspirin in management of, 4:65 


Angiography 
In diagnosis of 
Atherosclerosis, 6:98 
Hypothenar hammer syndrome, 15:143 


Angiotensin 
Effect of surgery on, 11: 167 


Ankle 3 
Fracture of, 6:70 


Anorectal problems 


Management of 
Abscess, 4:100 
Fissure-in-ano, 5:155 
Hemorrhoids; 3:195; 7:124 
Incontinence and constipation, 6: 132 
Pruritus ani, 2:134 

Outpatient surgery for, 7:123 
Patient instructions for, 7:125 


Anorexia 
As symptom of = 15:102 


Antabuse reaction 


' Foreign-body ingestion mistaken for, 5:107 


Antacid 
For cold sores, 21:68 


Antiarrhythmics 

As cause of torsade de pointes, 5: let 

Characteristics of, 12:22 
Amiodarone, 12:46 
Beta blockers, 12:34 
Bretylium, 12:45 
Calcium blockers, 12:45 
Disopyramide, 12:24 
Flecainide, 12:34 
Lidocaine, 12:32 
Mexiletine, 12:33 
Procainamide, 12:29 
Quinidine, 12:22 
Tocainide, 12:32 

Criteria for choice of, 12:21 

See also specific agents 


Antibiotics 
As cause of pruritus ani, 2: 138 
For office surgery, 5:199 
Pediatric GI disturbances from, 4:113 
Prophylactic, disadvantages of 
For burns, 2:46 
For cutaneous abscesses, 2:46 
See also specific agents 


Anticoagulants 
Hematuria from erroneous administration 

of, 1:164 
Antidepressants 


In treatment of stroke, 20:43 
Tricyclic, for tension headache, 7:34 


Antihistamines 
For pharyngeal irritation, 4:56 


Antihypertensive agents 
Characteristics of 
Beta blockers, 2:91 
Calcium channel blockers, 2:99 
Diuretics, 2:82 


Anti-inflammatories 
For low back pain, 14:167 


il 
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For postoperative analgesia, 3:225 
For rheumatoid arthritis, 19:76 
For sunburn, 15:53 | 


Antisepsis 
Surgical, techniques for; §:194 
Antishock trousers | 
For trauma victims, 20: 87, 91 


For botulism, 3:210 


Anus 

Fissure in, 5:155, 

Imperforate, cardiac defects i in newborns 
with, 5:92 3 

Sphincter, repair of, for fecal incontinence, 
6:136 

See also Anorectal 


Anxiety 
In children, as cause of vertigo, 20: 56 


Aorta 
Coarctation of, diagnosis of, 3:248 
Rupture of, from first-rib fracture, 2:30 
Stenosis of, as surgical risk factor, 9:23 


Trauma to, vascular access after, 15 (let-~ 


ter) > 


Apheresis 
Indications for, 3: 120 
See also Plasmapheresis 


Apnea 
_ In low-birth-weight infants, 16:50 
Sleep 
In morbid obesity, 19:141 
Traveling with, 11:40 


Acute, of, 15: 99 
Trick for, 8:97 
Factors.that predict rupture in children with, 
67: 15:99 | 
Missed diagnosis of, 11:164 


. Rupture in, presenting with 


toms, 21:58 
ARC | 
See AIDS-related complex 


Arm 

Bandaging of, 13:193 

‘Elevation of, trick for, 20:138 
Impalement injury of, 10:86 

See also and joints: 


Arrhythmias 
Malignant hyperthermia as cause of 
15:124, 126 
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Management of, §:145 
Pulmonary artery catheterization as cause 
of, 1:75 


As surgical risk factors, 9:24 


Treatment of, 12:21 
See also Fibrillation; Tachycardia; taper 
de pointes 


Arteries 

Access to, 10:101 

Pulmonary, complications of catheteriza- 
tion of, #575 

Repair of, 6:166 

See also Endarterectomy 


Arthritis” 


As cause of low back pain, 14:126 

Lyme, 10:33 

Rheumatoid, management of, 19:74 | 
Septic, 16:35 

Synovial fluid studies in evaluation of, 4:95 


‘Arts 
Hazardous substances used iA, 18:61 


Aspirin 


For cold sores, 6:11 (letter), 6:93 (correct. 


tion) 
For Kawasaki syndrome, 14: 58 
For low back pain, 14:167 
For prevention of y 
Myocardial infarction, 4:65 
Stroke, 6:117 - 
For rheumatoid arthritis, 19:76 
Asthma 
Anesthesia in surgery patients with, 14: 211 
Agents for,.14:217 j 
Effects of, 14:214 
Assessing severity of, 8:32 
Blood gases in, 8:38 
Peak flow in, 8:37 
In children 
Cough causéd by, 4:29 
Treatment of, 4:51 
Trick for ascertaining advisability of 
metered-dose inhalers in, 2: 52 
Cough-variant, 17:86 


_ Management of, 8:26 


Acute therapy in, 8:38 

Maintenance therapy ‘in, 8:44 
Misdiagnosis of, 21:87 
Occupational, diagnosis of, 19:91 
Traveling with, 11:35 


Atelectasis 
Postoperative, 17:152- 


Atherosclerosis 
As etiology of stroke, 6:98 


Atresia . 


Biliary, congenital, differential diagnosis of, 


14:109 


Cardiac defects in newborts with, 5. 103 
In children, 1:128 
Esophageal, cardiac defects in newborns 
with, 5:103 


Intestinal. Cardiac defects in newborns with, 


5:106 


Atrioventricylar nodal block 
As sign'of Lyme ben 


Atropine 
For asthma, 8:44 


Avulsion 
Of medial epicondyle, 9:185; 21: 224 


Azathioprine 
For myasthenic crisis, ‘5413 


~ 


Babesiosis 
Clinical manifestations of, 10:47 
Treatment of, 10:49 - 


Back 
Lower 
Gunshot wound to, 3:191 
Pain in, 14:123 
Causes of, 14:124 
As sign of cancer, 3:85; 14:134 » 
Treatment of, 14:160 
Workup for, 14:140 


Bacteremia 
In infants, diagnosis of, 12:59 
Occult, 21:61 


. Bandaging 


Fechniques for, 13:177 


Batteries 

Disk 
In ear or nose, Management of, 13:87 
As a hazard to children, 21:51 


BCG vaccine 


For tuberculosis prevention, 2:62 i 


For tuberculosis prophylaxis, 9:121 . 


Bed rest 
For low back pain, 14:160 


Behavioral therapy | 
In pain management, 20:158 


Berger’s disease 
Hematuria as sign of, 17:24 


{ 
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Beta-adrenergic agents 

For asthma, 8:47 
Pediatric, 4:52 

For preterm labor, 13:126 


Beta blockers 

Antiarrhythmic properties of, 12:34 

Depression from, 10:92 

For hypertension, 2:91 

For prophylactic treatment of migraine, 
1:147 

Side effects of, 12:45 


Betamethasone 
To induce fetal pulmonary rary: 3:72 


Bethesda assay 
For evaluation of clotting-factor inhibitors, 
18:89 


Biliary atresia 
Congenital, differential diagnosis of, 14:109 


Biliary tract 
Obstruction of, 4:63 


—________ Biofeedback 


In pain management, 20: 158 


Biopsy 
Pleural, procedure for, 11:195 


Birth defects 
Vitamin A as cause of, 20:26 


Bites | 

Flea, plague from, 13:78 
Human, of hand. 17:77 
Mite, in homeless, 17:93 
Spider, 11:8 (letter) 
Tick, 10:27 


Bladder 
Intraperitoneal rupture of, 20:33 


Bleeding 
Intra-abdominal, as sign of splenic rupture, 
18:49 
Intracerebral, 6:109 
Intraventricular, in low-birth-weight infants, 
16:53 
Postextraction, 18:20 
Postpartum, 3:78 
In pregnancy, 3:72 
Pulmonary, missed diagnosis of, 18:102 
Subarachnoid 
As cause of stroke, 6:115 
Missed diagnosis of, 14: 209; 19:11 (let- 
ter) 
In surgical wounds, control Of, 6:148 
In trauma victims, control of, 20:87 


Upper GI 
In cholecystitis, 2:71 
‘Risk factors in, 3:91 
Vaginal, misdiagnosis of cause of, 15:96 


See also Epistaxis; Hematoma; Hematuria; 


Hemoptysis 


Blood 

Analysis of, flow cytometry in, 8:49 

Coagulation of, APTT in diagnosis of defi- 
ciencies of, 16:109; 18:85 a 

Disorders of, hematuria as sign of, 17:51 

Supply, barring AIDS from, 8:130 

Transfusion of, in Jehovah's Witness, 3:181 


Blood cultures 
In diagnosis of septicemia, 21:61 


Blood gases 

Arterial, interpretation of, a ‘61 

In diagnosis of 
Cyanide poisoning, 14:192 | 
Malignant hyperthermia, 15 123 / 
Methemoglobinemia, 15:92 

In evaluation of 
Asthma, 8:38 
Bronchopulmonary 16:57 


titis, 2:131 


Blood sugar 
Perioperative monitoring of, 12:92 


Boerhaave’s syndrome 
X-ray diagnosis of, 13:219 


Bone 
Deformities of, in children, 6:31 
Salvage of, in traumatic wounds, 6: 164 


Bone marrow 
Fluid therapy into, 6:93 


Botulism | 
Food-borne, 3:205; 7:111 
History of, 1:101 

Infant, 3:212; 7:111 
Prevention of, 1:105; 21:46 
Wound, 3:218; 7:111 


Bowel 
Inflammatory disease of, 6:136 
See also /ntestines 


Bowlegs 
Hypophosphatemic rickets as cause of, 
8:101 


Braces 

For congenital hip dislocation, 6:58 
For internal tibial torsion, 6:39 « 
For scoliosis, 6:69 : 


Brain 
Bleeding into, 6:109 
In low-birth-weight infants, 16:53 
Missed diagnosis of, 14:209: 19:11 et 
ter) 
Injury to, in trauma victims, 20:90 
Lacunae in, as cause of stroke, 6:108 
See also Stroke 


Branhamella catarrhalis 
As cause of pediatric sinusitis, 1: 115, 


Branchial cleft cyst 
Diagnosis of, 20:166 


Breast 

Bandaging of, 13:202 

Cancer of, NIH Consensus Development 
report on, 3:103 

Office surgery on, 16:147 


Breath 


Shortness of, as symptom of lung cancer, 4 


1:49 
Bretylium 
Antiarrhythmic properties of, 12:45 
For ventricular fibrillation, 5: 127. 


Bronchodilators 
For asthma, 


Bron ch Imonary y dysplasia 


premature 16:53; 18:99 
Bullets 


Lead poisoning:from, 5: 217 6 


Bupivacaine 
For regional anesth@&sia in carotid endar- 


terectomy, 5: 64 
g 


Burns 


Centers for care of, 13:147. - 
PPS reimbursement problems for, 13:3 
Disadvantages of antibiotics 
for, 2:46 


Hypérbaric oxygen for, 5:38 


Oral, 18:38 

Pediatric, trick for cooling, 4:137 
From swimming pool chemicals, 14:93 
Toxic shock in victims of, 10:73 e 
also Sunbyrn 


For tension headache, 7:33 


Buty! nitrite 
As cause of methemoglobinemia, 1530 


= 
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Orthostatic hypotension 
——Pulmonary.complications from pancrea-——— 2:45 
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Calamine lotion 
For contact dermatitis, 15:34 


Calcium channel blockers 
Antiarrhythmic properties of, 12:45 
Drug interactions with, 2:100 

For hypertension, 2:99 


For migraine prophylaxis, 1:154. 


Callus 
As sign of healing fracture, 16:169 


Campylobacter fetus 
As cause of gastroenteritis, 13:99: 


Cancer 
AlDS-caused, 1:33 
In artists, 18:63 
Back pain, 3:85; 14:134 
Epistaxis, 18:102 . 

Leg edema, 8:125; 15:11 (letter) 
Pediatric nasal obstruction, 1:123 
Wheezing, 8:29 

Family history in diagnosis of, 16: 86 

Formaldehyde as cause of, 9:64 

From herbal teas, 20:29 

Laboratory markers of, 20:99 

Pain management in, 20:157 


Postmenopausal, progestogens for preven- 


tion of, 19:37 
In pregnant women, 3:69 
Tamponade as sign of, 2:64 
See also Breast; Lungs 


Candida 
___As cause of pruritus ani, 2:138 


Candies 
Drugs that look like,12:69; 21:11 (etter) 


Canker sores 
Trick for relief of, 21:68 


Carbon monoxide 


Poisoning from, hyperbaric oxygen for, 5:35 


Cardiac contusion 
As cause of chest pain, 12:51 


Cardiac disease 
_ See Heart disease 


Cardiac risk index 
For surgical candidates, 9:22 
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‘Cardiac tamponade 


Erroneous diagnosis of, 13:94 
As sign of pericardial malignancy, 2:64 
In trauma victims, management of, 20:82 


Cardiopulmonary resuscitation 
Bystander, 20:3 
Decision to withhold, 5:142; 12:11 (letter) 


Carotid artery 
See Endarterectomy 


Carpal tunnel syndrome | 
Staple-gun use as cause of, 3: 186 


Catecholamines 
Effect of surgery on, 11: 466 


Cat-eye syndrome 
Cardiac defects in newborns with, 5:92 


Catheter | 
IV, trick for introduction of, 12:67 


Suction, for extracting nasal foreign bodies, 


Catheterization 

Bladder; after tremorrhoidectomy, 7:124 

Pulmonary artery, complications of, 1: 7S 
Mechanical, 1:80 

Swan-Ganz, 10:128 

Techniques for, 10:128 

Of trauma victims, 20:91 

See also /ntravenous therapy 


Cats 


Scratch disease enn 5:59 


Ceftriaxone 
For meningitis, 6: 88 


Cephatosporine 
For meningitis, 6:88 
For staphylococcal infection, 14:68 


Cerebrospinal fluid 
Rhinorrhea, posttraumatic, 9:35 


Cerebrovascular accident 

See Stroke; Transient Ischemic Attack 
Cesarean section 
See Delivery 


Chemicals 
In child abuse, 7:121 


Hyperthermia caused by, 15:126 


Pool-cleaning, toxicity from, 14:89 

Toxic, artists’ use of, 18:62 

Toxic reactions to, manufacturers’ hotlines 
for, 19:97 


Chest 


~~ Auscultation of, 11:189 


Bandaging of, 13:200 
Deceleration injuries of, 8:152 


Drainage of, procedure for, 11:198 


Flail, in trauma victims, 20:81 
Insertion of tube in 
Procedure for, 11:200 
Removal of, 11:208 
Office procedures on, 11:185 
Pain in, cardiac contusion as cause of, 
12:51 
Trauma to, in elderly patients, 16:81 


Children 
Abuse of 
Chemical, 7:121 
Fatal, 4:117 
Medicolegal issues involving, 19:129 
Overdiagnosis of, 4:118 
Adolescent 
Contraception for, 3:34 
lron deficiency in female, 8:163 
Pregnancy in, 3:28 
~ Management of, 3:32 
Medical risks of, 3:30 
Nutritional problems of, 3:31 
Sacial problems of, 3:31 
AIDS in, 14:45 
Antibiotics as cause of GI disturbances in, 
4:113 
Asthma in, 4:29 
Treatment of, 4:51 
Avulsion injuries in, hematoma as diagnos- 
tic sign of, 21:224 
Branchial cleft cyst in, 20:166 
Chloramphenicol for,6:38 
Clavicle fracture in, 16:169 
Congenital dislocation of hip in, 6:47 
Congenital heart disease in, air travel con- 
traindicated in, 11 33 
Cough in, 4:27 
Diagnosis of, 4:28 
Treatment of, 4:50 
Crash cart for emergency treatment of, 3:75 
Diabetes in, risk factors for, 15:75 
Diarrhea in, need for stool culture in, 11:116 
Drug regimen for tuberculosis in, 2:62 
Effects of transdermal scopolamine in, 7:86 
Emergency care of, 18:3 
Factors that predict rupture.of appendix in, 
5:67 
Foreign bodies in 
Ear, 13:87; 20:53 
Ingestion of, 4:29 
Nasal, 1:120; 13:87 
Removal of, 2:52; 6:11 (letter); 10:96: 
21:68 
Hematuria in, 17:21 
Causes of, 17:22 - 
Workup for, 17:62 
Hernia in, 20:166 
Herpes zoster in, 16:71 
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Holiday hazards to, 21:45, 51 
Immunization of, AAP guidelines for, 14:21 
_ Infectious diseases in, 14:45 {ae 
Low back pain in, 14:134 
Meéniére’s disease in, 20:56 
Nasal obstruction in, 1:109 
Diagnosis and treatment of, 1:110 
Nephrotic syndrome in, 3:119 
Obtaining strep culture in, 5:152 
Pain management in, 20:152, 157 
Pelvic osteomyelitis in, 7:95 
Pertussis in, 4:28 
Contraindication to immunization for, 
10:67 
Management of, 14: ‘62 
Poisoning in 
From art materials, 18:73 
Lead, 5:209; 18:63 
Lookalike drugs and treats as cause Of, 
12:69; 21:¥1 (letter) 
Rabies in, 14:66 
Safety measures for, 6:93; 7:2 
Scoliosis in, 6:63 
Septic arthritis in, 16:35 
Slipping rib syndrome in, 14:189 
Syringe for administering drugs to, warning 
on use Of, 12:67 
Tibial rotational deformities in, 6:32 
' Tongue blades as rewards for, 6:93 
Trick to 
Ascertain advisability of metered- dose 
inhalers for asthmatic, 2:52 
Avoid URIs from holding, 21:68 * 
Elicit deep breathing in, 2:52 
Facilitate throat exam in, 2:52; 18:57 
Soothe burns in, 4:137 
Take temperature’) in, 10:96 
Teach use of crutches to, 14:94 
Tuberculosis in, 9:102. 
Unnatural deaths in, 4:117 
Upper airway obstruction in, computer test 
on, 8:75 
Vertigo in, differential diagnosis of, 20: 49 
Vitamin A overdose in, 20:26 “V4 
See also /nfants; Newborns : 
Chinese medicines 
Toxic contaminants in, 20:32 


Chlamydia trachomatis 
Guidelines on, 14:46 
Laboratory diagnosis of, 14:77 
Screening for, 16:42 


Chloramphenicol 

For children, 6:88 

For Hemophilus influenzae, 14:50 

For meningococcal infection, 14:60 . 

For plague, 13:81 

For Q fever, 10:50 _ | 

For relapsing fever, 10:50 : 
For Rocky Mountain spotted fever, 10: 30 


Clotting factor 


Chemistry of, 11:134 

Free-base, use of. 3:163; 11:138 

. Rock form of (crack), 3:170; 11:138 
History of, 11:125 
Overdose from, treatment of, 13:172 
Pharmacology of, 13:168 


Chiordiazepoxide 
‘For delirium tremens, 16:30 


Chiorine 
Toxic: effects of, 14:89 


Chlorpromazine 
For migraine, 7:43 Codeine 

| -Fot headache, 7:33 
For pain relief, 7:73 


Postoperative, 3:226 - 


Choanal atresia 
Cardiac defects in newborns with, 5:103 
In children, 1:128 | 
Cold . 
Cholecystitis | Application. of, trick for, 16:72 
Differential diagnosis of, 2:71 : 
See also Ga//bladder Cold sores 
Antacid for, 21:68 
Cholescintigraphy as - Aspirin for, 6:11 (letter); 6:93 (correction) | 
Radionuclide, in diagnosis of common bile 

duct obstruction, 4:63 Colorado tick fever 
See Fever 
Cholestasis 
Idiopathic, in pregnancy, 3:65 Colostomy 

For.fecal incontinence, 6:136 
Chronic obstructive pulmonary disease : 
As cause of wheezing, 8:29 Coma : 
Effect of surgery on patients with, 17:158 = Misdiagnosis of cause of, 7: 134 
Traveling with, 11:36 

Common bile duct 

Chymopapain Obstruction of, diagnosis of, 4: 63 
For low back pain, 14:171 
Compartment syndrome 


Ciguatera Hyperbaric oxygen to prevent, 5:40 
Seafood as source of, 13:42: 21:11 (letter) 
Confidentiality 
Cimetidine Breach of, 7:75 
For avoiding erythromycin-caused gastritis, © 
4:13 Confusion | 
symptom of tuberculous 
Clavicle 10:146 
Fracture of, 16:169 
Conjunctivitis 
Cleft palate | AS sign of tularemia, 10:39 
Cardiac defects in newborns with, 5:91 
Constipation. 
‘Clindamycin Causes of, 6:136 
For babesiosis, 10:49 _ As symptom of infant botulism, 3:217 
_ ‘Treatment of, 6:138 
Clonidine 


Consultation 


For hypertension, 2:95 
Obtaining, . 7:41 +4: 11 ‘(letter) 


Clostridium 
Infections from, in diabetics, 4:67 Contact jens : 

Trick for 6:93 
Inhibitors of, evaluation of, 18: 85. 
* Barrier, UTIs from use of, 6:81 


Toxic effects of, 20: 

Cohtusion 

Cloxacillin 2 Cardiac, as cause of chest pain, 12:51 

Pediatric G! distress caused 4: 113 Pulmonary, thoracic trauma as cause Of, 

Cocaine | 

Abuse of, throughout United States, 3 130 | 
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Coronary care unit 
See Critical care unit 


Corpus cavernosum 
Fracture of, 8:69 
X-ray diagnosis of, 8:70 


Corticosteriods 
See Steroids 


Cortisol 
Effect of surgery on, 11:167 


Cosmetics 

Formaldehyde im, 9:58 

, Lead poisoning from, 5:216 | 

* Toxic reactions to, manufacturers’ hotlines 
for, 19:97 | 


Cough | 
In children, 4:27 | | 
Diagnosis of, 4:28 
Treatment of, 4:50 
As sign of basal pneumonia, 5:53 | 
As sole manifestation of asthma, 17:86 
As symptom of sarcoidosis, 19:44 


Coumarin | 
Hematuria from erroneous administration 
of, 1:164 


Crack 


See Cocaine 


Crafts Sot 
_ Hazardous substances used in, 18: 61 

| | 
Cramps Bee 
Heat as cause of, 14:181 | 


Leg, trick “for of, 16:72 


Crash cart 
For outpatient surgery, 2:27 
For pediatric emergencies, 5: 75 


-Cricothyroidotomy 
Technique for; 9:144; 20:80 


Trick for oxygen delivery in, 16:72 


‘Critical care unit i 

Avoiding unnecessary use of, 12: 97 

Depression. among patients in, 15:85. 

Neonatal, problems after release from, 
16:49 


: Crohn’ s disease | 
ee in- ano caused by, 5: 156 


Cro 

Forfadult asthma, drawbacks of, 8:47 
For pediatric asthma, 4: of 

Crutches 

Tricks for teaching children to use, 6 94 
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Cryptococcus . 
AIDS-related, 


Cryptorchidism 
As cause of infertility, 2:105 


Culdocentesis 
Unnecessary, 9:11 (letter) 


Curare 
As cause of 
15:109 


Cyanide 
Poisoning, diagnosis of, 14: 191° 


Cyclacillin 
For cystitis, failure of, 5:87 


Cyclosporin 
For kidney transplant patients, 21:103 


Cyst 
Branchial Cleft, diagnosis of, 20:166 


Cystic fibrosis 

As cause of pediatric cough, 4:33 
Clinical manifestations of, 13:133 
Laboratory diagnosis of, 13:138 
Prenatal diagnosis of, 13:145 


Cystitis 


_Trimethoprim-sulfamethoxazole for single- 


dose treatment of, 5:87 


_ Cytometry 
Flow, applications of, 8:49 


Dantrotene 
For malignant hyperthermia, 15:108 


Dapsone 
For Pneumocystis pneumonia, 1:33 


Debridement 

Of wounds, 6:147 _ 
Deceleration 

Thoracic trauma caused 8:152 


Decompression sickness 
Hyperbaric oxygen for, 5:34 


Decongestants 
For pharyngeal irritation, 4:56 
Topical, as cause of rhinitis, 1:122 


I 


Defibrillation 

Advances in, 5:131 
Controversies surrounding, 5:121 
Drugs to effect, 5:127 
Out-of-hospital, 20:3 


Dehydration 
As sign of pneumococcal! infection, 1:55 


Delirium 

Postoperative, 20:118 

Tremens 

Prevention of, 16:34 
Treatment of, 16:27 


Delivery | 
Cesarean 

In diabetics, 7:148 

Maternal age and rate of, 3:49 
Depression after, 21:99 
In diabetics, timing of, 7:143 
Evaluating fetal maturity for, 10:57 
Rapid, for patients with fatty liver, 9:48 
Trauma of, fissure-in-ano caused by, 5:156 
See also Labor; Pregnancy 


Dental emergencies 
See Teeth 


Depilatories 


For “hair tourniquet,” 16:72 


Depression 

After stroke, 20:43 

Beta blockers as cause of, 10:92 
In ex-hostages, 4:92 

Holidays as cause of, 21:51 


_In ICU patients, 15:85 


‘Postpartum, 21:99 
See also Psychiatric illness 


Dermatitis 

Contact 
As cause of pruritus ani, 2:140 
Causes of, 15:24 : 
Treatment of, 15:34 

Exfoliative, 15:59 

See also Dermatology; Skin 


Dermatology 

Emergencies in, 15:22 

Self-test on (ACP), 9:170 *. 

See also Dermatitis; Skin; specific dis- 
orders 


Dextran 
For thrombosis prophylaxis, 11:142, 157 


Dextrose 
Fos alcohol withdrawal, 16:30 


Diabetes 
As cause of 
Impotence, 1:94 
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Pruritus ani, 2:141_ 


Clostridial infections in patients with, 4:67 


In homeless, 17:115 
Ketoacidosis from, management of, 8:80; 
11:49 
Precautions for travelers with, 11:43, 48 
In pregnancy, 3:57 
As cause of neonatal RLF, 14:99 
Timing of delivery in women with, 7:143 
Risk factors for siblings of children with, 
15:75 \ 
Surgery in patients with, 12 
Dialysis 
Ambulatory peritoneal, travel precautions 
for patients on, 11:55 
Hemo-, travel precautions for patients on, 
11:54 


Diaphragm 
“Urinary tract infection from use of, 6:81 


Diarrhea 

Antibiotics as cause of, 4:113 

As cause of 
Fissure-in-ano, 5:156 
Pruritus ani, 2:138 

Pediatric, determining need for stool cul- 

ture in, 11:116. 

As sign of 
Campylobacteriosis, 13:99 
Colorado tick fever, 10:43 | 
Fish poisoning, 13:33 
Tularemia, 10:39 

Traveler's, 3:17 (letter) 


Diazepam 

Abuse of, 3:139 

- For delirium tremens, 16:30 

For local anesthesia, 5:201 

For low back pain, 14:167 

For postoperative anxiety, 3:226 

For regional anesthesia in carotid endar- 
terectomy, 5:64 

For vertigo, 20:61 


Diet 

As cause of constipation, 6:137 
Deficiencies of, in homeless, 17:104 
Rotary, for “20th-century disease,” 8:66 


Digoxin 
Quinidine interaction with, 12:24 
Verapamil interaction with, 12:46 


Dihydroergotamine 
For migraine, 7:42 
For thrombosis prophylaxis, 11:148, 157 


As cause of contact dermatitis, 15: 32 


Disks 
Vertebral, degeneration of, 14:125 


Dislocation 

Fibular, x-ray diagnosis of, 17:169 

Of hip, congenital, 6:47 

Management of, in trauma victims, 20:94 

Pseudo-, of shoulder, x-ray diagnosis of, 
3:237 


~ Of temporomandibular joint, 18:27 


Reduction of, trick for, 20:138 


_ Disopyramide 


Antiarrhythmic properties of, 12:24 
Side effects of, 12:29 


Disorientation 
In elderly surgical patients, 1:176 


Diuretics 
Thiazide, for 2:82. 


Side effects of, 2:84 


Douching 
Vaginal, as cause of ectopic pregnancy, 
11:113; 19:11 (letter) 


Down’s syndrome 
Cardiac defects in newborns with, 5:91 


Doxycycline 

For Chlamydia, 14:46; 16:46 
For gonorrhea, 14:49 f 
For Rocky Mountain spotted fever, 10:30 


> 


Droperidol 
For regional anesthesia in carotid endar- 
terectomy, 5:64 


Drugs 
Abuse of 
Additives to prevent, 3:2, 147 
Diseases caused by, socioeconomic im- 
of, 14:2 
Geographical guide to, 3:129 
In pregnancy, 7:111 
Candies that look like, 12:69; 21:11 (letter) 
As cause of 
Constipation, 6:137 
Fixed eruption, 15:37 
Hyperthermia, 15 :126 
Impotence, 1:90, 99 
Ototoxicty, 20:64 
“Red rash,” 15:37 
Vertigo, 20:70 
Designer, 3:134 
Dietary problems caused by, 17:105 . 


\ Interactions of, 2:100; 12:24, 46 


Intolerance to, in management of rheuma- 
toid arthritis, 19:76 
Neonatal withdrawal from, 7:111 
Photoreactions to, 15:46 
Street terms for, 3:129; 8:13 (letter) 
Toxic reactions to, manufacturers’ hotlines 
19:97 


_ Users of IV, blood donations from, 8:130 : 


Dye 
Hair, as cause of contact dermatitis, 15:26 


Dyspnea 
As symptom of metastatic lung cancer, 
16:47 


Ear 

Cauliflower, prevention of, 13:62 

Discoloration behind, as sign of skull frac- 
ture, 13:67 

Disk battery in, management of, 13:87 

Glue for removing foreign bodies from, 6:11 
(letter) 

Infant's, trick for examination of, 8: 97 

Infection of, dermatologic effects of, 13:67 

Toxicity to, from drug therapy, 20:64 

See also Otitis 


Eaton-Lambert syndrome 


Plasmapheresis for, 21:73 


Echocardiography 
In diagnosis of congenital heart ~~, in . 
newborns, 3:242 


Ecsta sy 
See MDMA 


Edema 
Heat as cause of, 14:181 
Leg, cancer as cause of, 8:125 
Pulmonary 
As cause of wheezing, 29 
From pancreatitis, 2:131 
As sign of metastatic lung cancer, 8:125; 
16:47 | 


Elbow 
X-ray diagnosis of avulsion of, 9:185; 


Elderly patients 
Chest trauma in, decevdiitilaksry therapy for, 
1631 

Drugs for 

Intolerance to, 19:76 

Metabolism of, 20:44 
Estrogen replacement in, 19:25 
Heatstroke in, 13:63 : 
Impacted disk batteries in, Pe 87 


- Impotence in, 1:90 


Pneumococcal pneumonia in, 1:52 

Surgery in, 1:169; 16:125 
Calculating risk of, 16:131 
Postoperative effects of, 16:139 


& 
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Tuberculosis in, 9:76, 104 Poy 
- Withholding resuscitation in, 2:3 it 


Electricity 
See Transcutaneous electrical nerv 


stimu- 
lation 


Electrocardiography. | 
‘Abnormalities on, noncardiac of, 
17:168° 

In diagnosis of - | 
Cardiac contusion, 32:55 | 
Congenital heart disease, 3:242 | 
Myocardial infarction, 12:97 

In evaluation of trauma victims, 20: B7, 92 

In preoperative screening, 10:79 |: 


Electromyography 


In diagnosis of botulism, 3: 206. 217 


Ellis— van Creveld syndrome | 
Cardiac defects-in newborns with, 5:92 
Embolism | 
Air, hyperbaric oxygen or, §:35 
Pulmonary 
Misdiagnosis of, 14:209; 19: 11 | (letter) 
NIH Consensus report on, 11: 139 
Overview of, 11:153 : 
Prophylaxis for, 11:142, 157 
Risk factors for, 11:140, 154 


Emergency care. 

In Afghanistan, 16:3 ae 

Pediatric, 18:3 | 

Physicians’ responsibility i in — system of, 
18:3: | 


Emergency department 

Caring for homeless in, 17: 124 

Pediatric crash cart for, 5:75 | 

Physician misconduct in, 15:63) | 

Preventing malpractice errors in, 13: 53; 
21:119 

Surgical consultation in, 7:11 (letter); 14:11 

(letter) 

Treating private — in, 1:29; 13: 11 (let- 
ter) | 


I's 


‘Emergency exits 
Ascertaining location of, 17:3 


Emergency medicine 

International gathering of specialists in, 
11:2 

Primary care as part of, 19: 3 


Emesis 
In infants, hypertrophic pyloric as 
cause of, 4:109 | 
In low-birth-weight infants, causes of, 16:50 
As sign of | 
Appendicitis, 15:102 
Fatty liver,-9:45 
Fish poisoning, 13:33 
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3 
Relapsing fever, 10:49 
Tuberculous meningitis, 10:146 
Vitamin-A overdose, 20:24 


Emotional problems 


As cause of 
Impotence, 1:96 ! 
Low-back pain, 14:50 
Of ex-hostages, 4:75 


_ See also Psychiatric illness 


EMTs 
See Paramedics 


Encephalopathy 
Cat-scratch disease as cause of, 5:60 


Endarterectomy 


‘Carotid 


Regional anesthesia for, 5:63 
For stroke, 6:117 


Enflurane 
As cause of malignant hyperthermia, 
15:109 


Ephedrine .. 


maternal hypotension, 13:123 


For pharyngeal irritation, 4:56 


Epinephrine 

For anaphylaxis, 14:111 

Effect of surgery on, 11:166 

For ventricular fibrillation, 5:131 


Epistaxis 
As sign of lung cancer, 18:102 


Ergotamine tartrate 
For migraine, 7:42. 

4 
Erythema chronicum migrans 
As sign of Lyme disease, 10:32 


Erythema multiforme 
Rash as sign of, 18:117 


Erythromycin 
For Chlamydia, 14:46; 16:46 © 
For gonorrhea, 14:49 


~ For Legionella pneumonia, 16:69 


For mycoplasmal pneumonia, 14: 61 
For odontogenic infections, 18:18 
Pediatric GI distress caused by, 4:113 
For pertussis, 14:62 

Trick for preventing gastritis caused by, 


4:137 : ~ 


Esophagus 

Atresia of, cardiac defects in newborns 
with, 5:103 

Foreign body in, missed diagnosis of, 4:60 

Impacted meat in, ECG changes from, 
17:168 


Estrogen 


In postmenopgusal \ women, replacement of, 


Ethambutol 
For tuberculosis, 2:58; 9:97, 114 


-Ethchlorvynol 


Overdose from, mismanagement of, 17:147 


Ethylenediamine 
As cause of contact dermatitis, 15:31 


Exercise 
Asthma attacks induced by, 4:32 
As cause of 
Headache, 7:47 
Hematuria, 17:61 
For low back pain, 14:168 
See also Running 


Eye 


Abrasion of, trick for dressing, 10:96 

Cat-scratch disease of, 5:60 

Chlamydial infections in, 14:79 

Foreigh-body penetration of, missed | 
diagnosis of, 13:94 

Missed diagnosis of optic atrophy in, 2: 148 

Side effects of amiodarone on, 12:47 

Signs of botulism in, 3:206 

Stroke effects ‘on, 6:100 

Trauma to, visual-acuity testing after, 
19:143; 20:74 

Trick to remove contact lens from, 6:93 

See also Retina; Vision 


Face 
Trauma to 
Airway management in, 21: 1 


Computer test on, 11:177 


Fanconi’s syndrome 

fardiac defects in newborns with, 5:92 
Fasciitis 


Fatigue 


As symptom of 19:44 


Fecai impaction 
Trick for managenent of, 4:137 
See also Constipation = — 
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Femur, 

Anteversion of, 6:42 

~ Fracture of, radiologic illusions affecting 
treatment of, 2:142 

X-ray diagnosis of | of condyle 
of, 7:149 | 


Fever 
Colorado tick, diagnosis and management 
of, 10:43 

Drug-induced, 15:126: 

High, as sign of bacteremia, 12:59 

10:50 

Relapsing, diagnosis and treatment of, 

10:49 

Rocky Mountain spotted 
Clinical manifestations of, 10: 29 
Treatment of, 10:30 

_ As sign of 
Appendicitis, 15:102 
Atypical measles, 8:85 
Babesiosis, 10:47 
Basal pneumonia, 5:53 
Heatstroke, 13:66 
Lyme disease, 10:33 
Plague, 13:80 
Pneumococcal infection, 1:54 
Septic arthritis, 16:35 
Septicemia, 21:61 
Sickle cell anemia, 16:169 
Tuberculosis, 9:101 
Tularemia, 10:39 

See also Hyperthermia 


Fibrillation 

Atrial, quinidine for, 12:22 

Ventricular 
Bretylium for, 5:127; 12:45 
Epinephrine for, 5:131 
Management of, 5:115 
Out-of-hospital, survival after, 20:3 
Quinidine for, 12:23 
Triggers of, 5:117 


Fibroids 
In pregnant women, 3:69 


Fibrositis | 
As cause of low back pain, 14:128 


Fibula 
Dislocation of, x-ray diagnosis of, 17: 169 


. Finger 

| Bandaging of, 13:178 

_ Index, trick to repair web space below 
20:138 

Trick for removing ring from, 2:52; 4:137 

See also Hand; Thumb 


Fingertip 
Trick to locate foreign body in, 14:94 


Fish 
Bone, trick, for removal of, 21 ‘68 
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Poisoning from, 13:30; 21:11 (letter) 


Fishhook 
Trick for removal of, 13:212 


Fissure 
Anal, 5:155 


Fistula : 


Fleas 
As agents of plague, 13: 78 


Flecainide 
Antiarrhythmic properties of, 12:34 


Side effects of, 12:34 


Fluid 


' Replacement of, for ketoacidosis, 8:80 


Fluid therapy 
See Intravenous therapy 


Flying 
See Traveling 


Folk remedies 
Lead poisoning from, 5:216 


Foot 

Bandaging of; 13:199 

Pain in, sickle cell anemia as Cause Of, © 
16:169 

Podiatric care of, 1:15 (letter) 

Problems of, in homeless, 17:122 

Rotational deformities of, 6:32 

See also Ankle; Toe 


Forceps 


_ For office surgery, 5:182 


Foreign bodies 
In ear 
Disk batteries as, 13:87 
Glue for removal of, 6:11 (letter) 
Esophageal, missed diagnosis of, 4:60 
In eye, missed diagnosis of, 13:94 
Ferrous, magnet for removal of, 14:94 
In fingertip, trick for pcating. 14:94 
Ingestion of 
Misdiagnosis of, 21:87 
Mistaken for Antabuse reaction, 5:107 
Pediatric cough caused by, 4:29 
In nose 
Disk batteries as, 13:87 
Glue for removing, 6:11 (letter) 
Rhinorrhea from, 1:120 : 
Trick for extracting, 2:52; 10:96; 21 a“ 


> 


Foreskin 
Detaching zipper from, trick for, 13: 212. 


_ Formaldehyde 


Sources of, 9:58 
Toxic effects of, 9:57 


a Fracture 


Dental, 18:34 
Alveolar, 18:20 
Trick for dressing of, 14:94 
Occult, x-ray diagnosis of, 3:237 
In trauma victims, management of, 20:94 
See also Dislocatiqn; specitic bones and 


Frostbite 
In homeless, 17:22 
Hyperbaric oxygen for, 5:42 


Furazolidone 
For giardiasis, 14:48 


Furocoumarins 
Photocontact dermatitis from, 15:48 . 


Gallamine. 
As cause of malignant hyperthermia, 
15:109 


Gallbladder 

Stones in, differential diagnosis of, 2:71 * 
Gangrene 

Gas, hyperbaric oxygen for, 5: 39 
Penicillin as cause of, 6:170 


Gasoline 
Inhalation of, lead poisoning from, 5: 213 


Gastritis 
Differential diagnosis of, 2:71 
Erythromycin-induced, prevention of 4:137 


Gastroenteritis 
Campylobacter fetus as cause of, 13:99 


Gastroesophageal reflux 
As cause of pediatric cough, 4:29 


Gastrointestinal disease 
in pregnant older women, 3:165 


Gastrointestinal disturbances 

Cardiac disease masquerading as, 9:166 

In children, antibiotics as cause of, 4:113 

In ex-hostages, 4:82 

Tainted seafood as cause of, 13:31; 21:11 - 
(letter) 

Trick for avoiding erythromycin-caused, 
4:137 
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ARAFATE 


sucralfate/Marion 


BRIEF SUMMARY 


CONTRAINDICATIONS 
There are no known Soptianiealione: to the use of sucralfate 


PRECAUTIONS 

Duodenal ulcer is a chronic, recuurievil disease. While short- 
term treatment with sucralfate can result in complete heal- 
ing of the ulcer, a successful course of treatment with sucralfate 
should not be expected to alter the post-healing frequency 
or severity of duodenal ulceration. 

Drug Interactions: Animal studies have shown that 
the simultaneous administration of CARAFATE withitetracy- 
dine, phenytoin, or cimetidine will result in a Statistically sig- 
nificant reduction in the bioavailability of these agents. This 
oe appears to be nonsystemic in origin, presumably 
resulting from these agents being bound by CARAFATE in 
the sdsueirasstinsl tract. The bioavailability of these agents 
may be restored simply by separating the administration of 
these agents from that of CARAFATE |by two hours. The 
clinical significance of these animal studies is yet to be defined. 

Carcinogenesis, Mutagenesis, Impairment of 
Fertility: No evidence of drug-related tumorigenicity was 
found in chronic oral toxicity studiés of 24 months’ duration 
conducted in mice and rats at doses up to 1 gm/kg (12 times 
the human dose). A reproduction study in rats at doses up to 
38 times the human dose did not reveal any indication of 
fertility’ impairment. Mutagenicity studies have not been 
conducted. 


Pregnancy: Pregnancy Category B. Teratogenicity stud-. 


ies have been performed in mice, rats, and rabbits at doses 
up to 50 times the human dose and have revealed no evi- 


dence of harm to the fetus due to sucralfate. There are, - 


- however, no adequate and well-controlled studies in preg- 
nant women. Because animal reproduction studies are not 
always predictive of human response, this drug should be 
used during pregnancy only if clearly needed. 

Nursing Mothers: It is not known whether this drug Is 
excreted in human milk. Because many drugs are excreted in 
human milk, caution should be exercised when sucralfate is 
administered to a nursing woman. 


Pediatric Use: Safety and effectiveness in children have 


not been established. 


ADVERSE REACTIONS 

Adverse reactions to sucralfate in clinical trials were minor 
and only rarely led to discontinuation of the drug. In|studies 
involving over 2,500 patients, adverse effects were reported 
in 121 (4.7%). Constipation was the most frequent com- 
plaint (2.2%). Other adverse effects, reported in no more 
than one of every 350 patients, were diarrhea, nausea, gas- 
tric discomfort, indigestion, dry mouth, rash, sa i back 
pain, dizziness, sleepiness, and vertigo. 


DOSAGE AND ADMINISTRATION 
The recommended adult oral dosage for duodenal shea is 1 
gm four times a day on an empty stomach. 

Antacids may be prescribed as needed for relief of pain 
but should not be taken within one-half hour before or after 
sucralfate. 


While healing with sucralfate may occur during the first” 


week or two, treatment should be continued for'4 to 8 
weeks unless healing has been demonstrated by x- xd or 
endoscopic examination. 


HOW SUPPLIED 

CARAFATE (sucralfate) 1-gm pink tablets are supplied in 1 bot- 
tles of 100 and in Unit Dose Identification Paks of 100. The 
tablets are embossed with MARION/1712. Issued 3/84 


References: 

1.U.S. Department of Health, Education, and Welfare, Office 
of the Surgeon General, Smoking and Health: A Report of 
the Surgeon General. Rockville, MD, U.S. Department of. 
Health, Education, and Welfare, Public Health Service, 1979. 

2. Richardson CT: Pathogenetic factors in peptic ulcer dis- 
ease. Am J Med 79 (suppl 2C):1-7, 1985. 


3. Brandstaetter G, Kratochvil P: Comparison of two) sucral- 


fate dosages (2 g twice a day versus 1 g four times a 
day) in duodenal ulcer healing. Am J Med 79 (suppl 2C): 
36-38, 1985. 


Another patient benefit product from 
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Genetic disease 
Cardiac defects in newborns with, 5:91 
Counseling for, 16:100 
Cystic fibrosis as, 13:133 
Prenatal diagnosis of, 13:145 


Diabetes as; 15:75 > 


Diagnosis of, 16:85 

History-taking in, 16:86 

Prenatal, 13:145; 16:106 
Halothane hypersensitivity as, 18:112 
Hypophosphatemic. rickets as, 8:101 
Malignant hyperthermia as, 15:108, 139 


- Screening for, 16:98 


Standard pedigree symbols for, 16:88 


Gentamicin 
For plague, 13:81. 
For tularemia, 10:40 2 


Giardiasis 
In children, 14:48 


Gingivitis 
Acute necrotizing ulcerative, 18: 27 


Glasgow Coma Scale 
In neuroassessment, limitations of, 1:157 


Gliomas 
As cause of pediatric nasal obstruction, 
1:127 


Glomerulonephritis 
As cause of pediatric hematuria, 17:23 


Glucagon . 
Effect of surgery on, 11:167 


Glucocorticoids 
See Steroids . 


Glucose. 
For alcohol withdrawal, 16:32 
See also Blood sugar 


Glue 


. For removing foreign bodies from ear or 


nose, 6:11 (letter) 


Goiter 
In pregnant 1:182 


Gold . 
For rheumatoid arthritis, 19:87 


Gonorrhea 
In children, 14:48 


Goodpasture’s disease 
Hematuria as sign of, 17:45 


Goodpasture’s syndrome 
Apheresis for, 3:122 


Granulocytosis 
Apheresis for, 3:120 


Guanidine 
For botulism) 3:210 


Guillain-Barre syndrome 


Apheresis for, 3:122 


‘Gunshot wounds 


To lower back, 3:191 


Gynecologic exam 
Trick for covering stirrups for, 4:137 


Hair loss 


‘Selenium overdose as cause of, 20:23 


Halothane 
As cause of 
Hepatitis, 18:105 
Malignant hyperthermia, 15:109, bey 


Hand 

Bandaging of, 13:194 

Elevation of, trick for, 20:138 

Human bites of, 17:77 | 

Hypothenar hammer syndrome of, 15:140 

Pain in, sickle cell anemia as cause of, 
16:169 

See also Finger; Thumb 


Head 

Bandaging of, 13:177 

Injury to 
As cause of vertigo, 20:67 
Closed, hyperbaric oxygen for, 5:42 
Neuroassessment in victims of, 1:157 


Headache 


Cluster, 7:44 

Migraine, 7:34 
Calcium channel blockers for prophy- 

laxis against, 1:154 

Characteristics of sufferers of, 7:34 
In children, vertigo as symptom of, 20:67 
Timolol for prophylaxis against, 1:147 

As symptom of 
Colorado tick fever, 10:43 
Lyme disease, 10:33 
Pheochromocytoma, 14:224 
Relapsing fever, 10:49 
Rocky Mountain spotted fever, 10:29 
Subarachnoid hemorrhage, 6:115 
Tuberculous meningitis, 10:146 
Tularemia, 10:39 
Vitamin-A overdose, 20:24 

Tension,, 7:31 

Treatment of, 7:31 

Weight lifter’s, 7:47 


| 
i 
; 
| 


4 | 
Hearing loss Hemophilia ue Holidays 
In children with vertigo, 20:56 Clotting-factor inhibitors in ) evaluation ot Toxic hazards of, 21:48 
18:85 | 
Heart | Homeless | 
Contusion of, posttraumatic, 12:51 Hemophiliacs Health care of, 17:91 
7 Blood donations from, 8:133 Tuberculosis among, 9:97 
Heart disease 
As cause of embolic.stroke, 6:109 Hemophilus influenzae Homeostasis 
Congenital As Cause of pediatric sinusitis, 1:115 In elderly surgical patients, 1:169 
Air travel contraindicated in, 11:33 In children, 14:50 1. ; 
Detection of, 16:86 | omosexuals 
In malformed newborns, 5:91 Hemoptysis Blood donations from, 8:130 
Missed diagnosis of, 9:166 As symptom of lung cancer, 1:49 ides ; 
Noninvasive diagnosis of! 3:242 
v Postmenopausal estrogen: therapy for pre- yagi of drug- -related illness 
vention of, 19:31 ee bleeding On 
~ Traveling with. 11:26 Premature withdrawal of patients from, 
| Hemorrhoidectomies 47:65 
. Heart failure Outpatient, catheterization after, 7:124 ~ ‘See also Critical care unit; Emergency 
Beta blockers as cause of, 12:45 esaniiieiaiie room; Medicolegal issues; Recovery 
Congestive room 
Aggravation of Management of, 3:195 a 
t 20:81 Medical and psychological problems of,: 
Effectiveness of transdermal nitroglyc- ee _ after release, 4:75 
erin for, 15:79 Heparin : 
Hydrocodone 
As surgical risk factor, 9:23 Erroneous administration of, 14:209; 19:11 akin i: 
Verapamil as cause of, 12:46 (letter) For pain relief, 7:73 
Heat , For thrombosis prophylaxis, 11:142, 157 Hydromorphone 
Application of, trick for, 16:72 Hepatitis ae ee) 
B For rheumatoid arthritis, 19:87 
: In children, 14:52 
Reactivation of, 13:207 Hydroxyzine 


_ Effects of, 14:184 


Nonexertional, 13:63 Halothane, anesthesia as cause of, 18:105 — For migraine, 7:36 


‘Ischemic, 7:89 
‘Needle-stick injuries involving, 2:36 Hypercalcemia 


Helicopter 
4 Parathyroid storm as cause of, 14:103 
Herbs Vitamin-D ‘overdose as cause of, 20:23 
Hematomas Toxicity of, 20:29; 21:45 
Auricular, 13:62 | Hypercholesterolemiay 
As sign of avulsion injury, 21:224 ic) en ‘Familial, 16:86 | 
9 | Diaphragmatic, cardiac defects in new- | 
Subungual, trick for draining of, 18:57 | | boms with, $:103 Hyperparathyroidism 
Hematuria Inguinal, incarcerated, 20:166 7 As cause of hypercalcemia, 14:103 
Pediatric | Abuse of, 3:132 As cause of 
Causes of, 17:22 | Headache, 7:47 
Workup gor, 87 G2 es simplex Impotence, 1:94 
As sign of intraperitoneal bladder rupture, In children--44:53 : In homeless, 17:117 
20:33 Postmenopausal estrogen therapy for pre- 
Trick for avoiding erroneous diagnosis of, Herpes zoster vention of. 19:31 
1494 In children, 16:71 ~~ Postoperative, 11:166; 20:133 
Treatment of, 11:174 
oe For surgical antisepsis, 5:199 As sign of pheochromocytoma, 14:224 
Hemoglobin . In stroké, role of, 6:116; 16:58 
Low sian of As surgical risk factor, 9:31 
Trick for cure of, 8:97; 20:138 Treatment of. 2:81 
Hemolytic syndrome eae . Beta blockers for, 2:91 
| As cause of pediatric hematuria, 17:46 Congenital dislocation of, 6:47 Calcium channel blockers for, 2:99 
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-. Clonidine for, 2:95 

Diuretics for, 2: 82 

Hyperthermia 

- Chemicals as cause of, 15: 129° 

Drugs as cause of, 15:126 

Environmental causes of, 14:173 _ 

Malignant : 
_ Predisposing factors to, 15: +08, 439 

Tests for, 15: 114 


Hyperthyroidism | 
Apheresis for from, 3°127 


| Hyperventilation 
As cause of vertigo, 20:56 


Hyperviscosity 
Apheresis for, 3:120 


Hypnosis 
For Rain it 7:63 


Hypochiorite 
Toxic effects of, 14:92 


Hypoglycemia 
Alcoholic, 16:32 | 


Hypokalemia 
Postoperative, 11:168 
Thiazide-induced, 2:84 


Hypopituitarism 
Drug-regimen changes for travelers with, 
11:41 


Hypotension 

Bretylium as cause of, 12: 45 

Mononucleosis as cause of, 3:115 

Postoperative, 20:130 | 

_ In pregnant women undergoing surgery, 
13:120 

As sign of septicemia, 21:61 

Verapamil as cause of, 12:46 


Hypothenar hammer syndrome 
Management of, 15:140 


Hypothermia 

“In homeless, 17:122 

Postoperative, 11:169; 20:122 
In elderly, 1:176; 16:139 
Nitroprusside for, 11:174 

As sign of septicemia, 21:61 


Hypothyroidism 
Missed diagnosis of, 10:145 


Hypoventilation 
Postoperative, 20:125 


Hypovolemia 
In trauma victims, management dt 20:91 


“IAMAT 


See International Association-for Medical 
Assistance to Travellers 
? 


ibuprofen 
For postoperative analgesia, 3:225 


immune globulin | 
For hepatitis B, 14:52 
Tetanus, 14:74 


immunization 
Of children, AAP guidelines for, 14:21 
For foreign travel, renal effects of, 11:61 


7a Pertussis, contraindication to. 10:67 


impotence 

Diagnosis of causes of, 1:89 
History-taking in, 1:90 
Physical exam in, 1:94 

Treatment of, 1:99 


Incontinence 
Fecal, 6:135 


Infants 
Aspiration of powder by, 21:11 (letter) 


. Bacteremia in, diagnostic criteria for, 12:59 
' Bacterial infection in, risk factors for, 18:95 


Botulism in, 3:212; 7:111. 
Congenital biliary atresia in, 14:109 
Herpes simplex in, 14:53 


Immunization of, AAP guidelines for, 14:23 


Low-birth-weight 
Apnea in, 16:50 
Bronchopulmonary dysplasia in, 16:53; 
18:99 - 

Intraventricular bleeding in, 16:53 
Mortality of, effect of prenatal care on, 4:3 
Pertussis in, 13:215 
Pyloric stenosis in, 14:109 
Trick for administering liquid medications 

to, 8:97 
Trick for examining ears in, 8:97 
See also Newborns 


P ad 


Infection 
Bacterial, in newborns, 18:95 


_ As cause of 


Malignant hyperthermia, 15:112 
Pediatric cough, 4:28 
Vertigo, 26:70 


Chronic, nephritis caused by, 17:40 


Glomerulonephritis after, 17:25 
In homeless, 17:108 


Intervertebral disk-space, as cause of low 
back pain, 14:134 

Joint, 16:35 

Odontogenic, 18:18 

Opportunistic, treatment of, 1:33 

Pediatric, AAP overview of, 14:45 a. 

Upper respiratory, from holding children, 
trick to avoid, 21:68 

See also specific infections 


Infertility 

Male 
Etiology of; 2:105 
Laboratory workup for, 2: 107 


Injections 
Anaphylaxis from, 14:111. 


insomnia 
As symptom of headache, 7:32 


Insulin 
For diabetic ketoacidosis, 8:80 
For diabetic travelers 
Care of, 11:48 | 
Regimens, 14752 
For homeless diabetics, 17:115 


insurance 

Malpractice, for advanced life-support sys- 
tems, 21:3 7 

Medical liability, crisis of, 8:3 


intensive care unit 
See Critical care unit 


Internal medicine 
Self-test on (ACP), 8:170 


International Association for Medical 
Assistance to Travellers 
Directory physicians 


from, 11:65 

intestines 

Atresia of, cardiac defects in newborns 
with, 5:106 4 


See also Bowel 


Intrauterine growth retardation 
Management of, 3:71 


Intravenous pyelography 
In workup of pediatric hematuria, 17: 61 


Intravenous therapy 

In overdose patient, failure to institute, 
17:147 

Saphenous vein cutdown for, 1:15 (letter) 

Techniques for, 10:101 

In trauma victims, 20:91 

Using bone marrow for fluids instead of, 
6:93 

Venodilation for, 12:67 

See also Catheterization 
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Intubation 


‘Chest, 11:200 


Endotracheal 
Blind, 9:139 
Complications of, 9:144 
In elderly, 16:81 
Laryngoscopic, 9:137 
Postoperative reinstitution of, 20:134 
Of trauma victims, 20:80 
Trick for positioning of, 16:72 


Nasogastric, trick for, 10:96 


Intussusception 
Missed diagnosis of, 11:164 


iron deficiency 
In anemia, 18:117 
In female teenage runners, 8:163 


Isoflurane 
As cause of malignant 
15:109 


Isoniazid 
As cause of liver toxicity, 9:114 
For tuberculosis, 2:58; 9:85 


Itching 
See Pruritus 


Jaundice 
In infants, biliary atresia as cause of, 14:109 


Jewelry 
As cause of contact dermatitis, 15: 31 


Jimsocnweed 
Abuse of seed of, 3:159 


Joints 

See Arthritis 

Juices 3 

Canned, traveler's diarrhea from, 3:17 (let- 
ter) 


Kaposi's sarcoma 
Management of, 1:34 


Kawasaki syndrome 

Management of; 14:58 

Missed diagnosis of, 20:77 

Ketamine 

For pain relief, 7:55 
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Postoperative delirium caused by, 20:119 


Ketoacidosis 


Diabetic, management of, 8:80 


Diabetic travelers with, 11:49 
Kidney 
Agenesis of, cardiac defects in fieeetsinensl 
with, 5:106 
Disease of 
Hematuria as sign of, 17:29 
Polycystic, 17:54 
In pregnancy, 3:57 
Traveling with, 11:54 
Effects of alcohol and acetaminophen on, 
3:231 
Failure of, travel precautions for patients 
with, 11:55 
Fracture.of, missed diagnosis of, 6:131 
Function of, in elderly surgical patients, 
1:174 
Stones in 
Hematuria as sign of, 17:56 
Trick for straining urine to recover, 8:97, 
Toxicity to, cyclosporin as cause of, 21:104 
Transplantation of 
Cyclosporin therapy for, 21:103 
Travel precautions for patients with, 
~ 91:61 


Tuberculosis in, 9:112 


Knee 

Fracture of, x-ray diagnosis of, 5: 221: 
19:147 

Lipohemarthrosis of, 5:221 

Skiing injuries of, 21:25 

Trick for aspiration of, 18:57 

X-ray diagnosis of osteonecrosis of femoral 
condyle of, 7:149 

See also Patella 


Knots 


Surgical, techniques of tying, 5:184 


Labetalol 

For postoperative hypertension, 11:174 
Labor 
Preterm 


Surgery as cause of, 13:123 
Tocolysis for, 13:126 
Strep chemoprophylaxis during, 19:50 
See also Delivery; Pregnancy 


Labyrinthitis 
As cause of vertigo, 20:62 


Lacerations 
Trick for achieving anesthesia for, 10:96 


Lacunae 
Brain, 6:108 


Larynx | 


‘Peritoneal, in diagnosis of penetrating ab- 


. For constipation, 6:138 


Laryngoscopy 
In evaluation of blunt laryngeal trauma, 


Blunt trauma to, 19:54 
Lavage | 


dominal trauma, 2:117 
Whole gut, 5:16 (letter) 


Laxatives 


Lead poisoning 
In artists’ children, 18:63 
Sources of, 5:207 


Leg 

Bandaging of, 13:193 

Cramps in, trick for relieving, 16:72 
Edema of, malignancy as cause of, 8:125 
Elevation of, trick for, 20:138 

Stress fracture of, 15:145 

See also specific bones and joints 


Legal issues 
See Medicolegal issues 


Legionella 
Diagnosis.of, 16:65 


Leriche’s syndrome 
Tuberculosis as cause of, 9:109 


Lethargy 
In low-birth-weight infants, causes of, 16:50 
As symptom of heatstroke, 13:66 


Leukemia 
Apheresis in treatment of, 3:127 
In artists, 18:63 


Lice 
In children, 14:62 
In homeless, 17:92 


Lidocaine 

Antiarrhythmic properties of, 12:32 
For local anesthesia, 5:201 
Prophylactic, for surgery, 9:24 
Side effects of, 12:32 


Ligature 
Techniques for, 5:174 


Limb 

Deformities of, cardiac defects in newborns 
with, 

See also Arm; Leg 


Limp 
As sign of pediatric pelvic osteomyelitis, 
7:95 
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Lindane 
For lice, 14:62: 17:94 


Lipohemarthrosis 
X-ray diagnosis of, §:221 


Lithium 
Fixed drug eruption from, 15:38 


Liver 
Disease of 
Herbal teas as cause of, 20:29; 21 45 
Sarcoidosis as cause of, 19:48 
VitaminA intoxication as cause of, 20:26 
Effects of alcohol and acetaminophen on, 
3:231 
Fatty, 9:41 
Lab workup for, 9:45 
Ruptured, presenting with scrotal symp- 
toms, 21:58 
Shock, 7:89 
Toxicity to 
Isoniazid as cause of, 9. 114 
Rifampin as cause of, 9:91 
Solvents as cause of, 18:79 


LSD 
Abuse of, 3:131 


Lumbar puncture 
For diagnosis of subarachnoid” 
hemorrhage, 6:115 


Lungs 
Cancer of 
Clove cigarettes as cause of, 20:32 
Differential diagnosis of, 1:49; 3:85: 
8:125; 15:11 (letter); 16:47 ie 
Missed diagnosis of, 18:102 
Contusion of, thoracic trauma as Cause of, 
-8:159 
Disease of 
artists, 18:64 
Cystic fibrosis as cause of, 13:133 
Effects of chlorine on patients with, 14:89 
Flying with, 11:35 
In low-birth-weight newborns, 16:53: 
18:99 
In pregnancy, 3:64 


Sarcoid, differential diagnosis of, ‘ed 44 


Fetal 
Betamethasone to induce maturity in, 
3:73 
Evaluating maturity of, 10:57 ; 
Foreign body in, missed diagnosis of, 
21:87 


Function of | 
Assessment of, 11:185 
In.asthma, 4:39; 8:37; 17:86 
Effects of surgery on, 17:157 
Nodules in, atyoical measles as Cause Of, 
8:85 
Pathology of, from pancrdbtitie. 2:131 
Postoperative complications involving, 
17:151 
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See also Chronic obstructive pulmonary 
disease; Edema; Embolism 


Lupus erythematosus 
Dermatologic signs of, 15:48 
Hematuyia as sign of, 17: 36 


disease 
Clinical manifestations of, 10:32 
Treatment of, 10:34 


Lymphadenitis 
As sign of tularemia, 10:39 


Lymphadenopathy 
Cat-scratch disease as cause of, 5:59 
As sign of 

Lyme disease, 10:33 


Lymphoma 


AIDS-related, 1:34 


Magnet 

For retrieval of ferrous foreign bodies, 14:94 
Malaria 

Prevention of, 8:187 wf 
Malpractice 


See Medicolegal issues 


Mannitol 
For head-injured patients, 1:161 


_ Marathon 


See Running 


Marijuana 
Abuse of, 3:130 
Effects of, 


MAST 
See Antishock trousers 


Trauma to : 
Airway management in, 21:91 
Computer test on, 11:177 


MDMA 
Abuse of, 3:134 


Measles 
Atypical, 8:85 


Meclizine 
For vertigo, 20:61 


Medial epicondyle. 
Avulsion of, 9:185; 21:224 


Medicolegal issues 
In blood transfusion for Jehovah’ s Witness, 
3:181 


Confidentiality as, 7:75 
. Decisions on resuscitation as, 2:3; 5:142: 


12:11 (letter) 

Disagreement between physicians and 
nurses as, 7:11 (letter) 

In ED treatment of private patients, 1:129 

Of liability insurance crisis, 8:3 

Physician misconduct as, 15:63 

Physician testimony in, —re for, 

907 

Premature withdrawal of penents from hos- 

pital as, 17:65 


‘Preventing errors that lead to, 13: 58: 


Psychiatry in the ED as, 9:127 
Suspicion, of child abuse as, 19:129 
Toxicology as, 7:113 


Melena 
As symptom of cholecystitis, 2:71 


Meénieére’s disease 
In children, 20:56 


. Meningitis 


Pneumococcal, in elderly, 1:55 
Posttraumatic, 9:35 
Shorter course of treatment for, 6:88 


Tuberculous, 9:112 


Differential diagnosis of, 10:146 


Meningococcus 
In children, 14:58 


Menopause 
Estrogen therapy to lessen effects of, 19:26 


Mental retardation 
Prenatal diagnosis of, 16: 108 


Meperidine 

For migraine, 7:34 

For pain relief, 7:70 — 
Postoperative, 3:226 


Mercury 
Intoxication, fish as source of, 13: 52 


Metaproterenol 
For pediatric asthma, 4:54 


Metatarsus adductus 
In children, 6:35 


Methemoglobinemia 
Causes of, 15:95, 139 


~ 
> 


? 


From cyanide antidote, 14:198 
Diagnosis of, 15:90 


Methotrexate 
For rheumatoid arthritis, 19:88 


Methylene blue 
For methemoglobinemia, 15:92 


Methylphenidate 
Abuse of, 3:170 


Metoclopramide 


administration of, in parturients, 


(13:11 


For trichomoniasis in men, 1:58 
For vaginitis,3:95 


Mexiletine 
Antiarrhythmic properties of, 12:33 
_ Side effects of, 12:33 


Midrin 
For migraine, 7:43 


Migraine 
See Headache 


_. Milk 

Raw 
from, 13:100 
TB contracted from, 9:109 


Mites 
Bites of, in homeless, 17:93 


Mononucleosis 
As cause of hypotension, 3:115 
+ 


Mor phine: 
effects of, 7:68 
For migraine, 7:36 
‘For pain relief, 7:68" 


Multiple sclerosis 
Plasmapheresis for, 21:73 


Mumps 
In children, 14:61 


Mushrooms 
Hallucinogenic, use of 3:137 
Poisoning from 
Management of, 7104 
Reporting of, 3:17 (letter) 


Myalgia 

As symptom of 
Babesiosis, 10:47 
Colorado tick fever, 10:43 
Lyme disease, 10:33 ‘ 

~ Relapsing fever, 10:49 
Tularemia, 10:39 
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Myasthenia gravis 

Apheresis in crisis of patients with, 3:122 
Managing crises of, 5:110 
Plasmapheresis for, 21:73 


Mycobacterium avium-intracellulare 
Treatment of, 2:63 


Myelography 
In diagnosis of low back pain, 14:156 


Myeloma 
As cause of low back pain, 14:134 . 


Myocardial infarction 

Aspirin for prevention of, 4:65 
Diagnosis of, 12:97 

Hyperbaric oxygen for, 5:44 

Previous, as risk factor in surgery, 9:22 
Stress of driving as cause of, 11:27 


Myocardial ischemia 
Overdiagnosis of, 17:168 


Nafcillin 
For toxic shock syndrome, 10:76 


Nalbuphine 
For tension headache, 7:33 


Naloxone | 
As additive to prevent drug abuse, 3:3 


Narcotics 

Effects of, 7:68 

For pain relief, 7:66; 20:153 
Inadequate doses of, 7:69 
Sudden discontinuation of, 17:71 

For perioperative analgesia, 11:173 

For tension headache, 7:33 

Withdrawal from, 17:71 


Nasal septum 


Dislocation of, 1:121 | 


National Institutes of Health 
Consensus Development report on 
Breast cancer, 3:103 
Pain management, 20:143 
Therapeutic plasmapheresis, 21:73 
Thrombosis and embolism, 11:139 
Overview of, 41:153 


As symptom of 


Appendicitis, 15:102 

Fatty liver, 9:45 

Fish poisoning, 13:41 
Migraine, 7:34 
Septicemia, 21:61 
Tularemia, 10:39 
Vitamin-A overdose, 20:24 


Needle-stick injuries 
Protocol for, 2:36; 9:11 (letter) 


Nephrotic syndrome 
Early, missed diagnosis of, 3:119 
See also Kidney 


Nerves 

Debridement of, 6:168 

Transcutaneous stimulation of, for pain 
relief, 7:57 


Neurology 
Self-test in, 21:111 
Signs of deterioration in, after trauma, 1:157 


Neurofibromatosis 


Genetic counseling for, 16:103 


Neuropathy 
Vitamin B, overdose as cause of, 20:22 


Newborns 
Birth defects in, vitamin A as cause of, 20:26 
Cardiac defects in malformed, 5:91 
Chlamydial infections in, 14:79 
Drug withdrawal in, 7:111 
Herpes simplex in, 14:53 
Mortality of, effect of prenatal care on, 4:3 
Noninvasive diagnosis of heart disease in, 
3:242 
Premature 
Bronchopulmonary dysplasia in, 18:99 
Post-NICU problems of, 16:49 
Retrolental fibroplasia in, 14:99 
Strep infection in, prenatal prophylaxis for, 
19:50 


Niacin 
Overdose from, toxic effects of, 20:23 


Nickel 
As cause of contact dermatitis 15:26 


Nitrites 


Abuse of, 3:137 


Nitroglycerin 

Transdermal, decreased effectiveness of, 
15:79 

For venodilation, 12:67 


Nitroprusside 
For postoperative hypothermia, 11:174 
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Nitrous oxide 
For pain relief, 7:49 
Side effects of, 7:52 


Nodules 
Pulmonary, atypical measles as Cause of 
8:85 


Norepinephrine 
Effect of surgery on, 11:166 


Norwalk virus 
Raw clams as carriers of, 13:32 


Nose 
Cancer of, formaldehyde as cause of, 9:69 
Foreign bodies in 
Disk battery as, hiesagienabl of, 13:87 
Removal of 
Glue-for, 6:11 (letter) 
Tricks for, 2:52; 10:96; 21:68 
Obstruction of, in children, 1:109 
Congenital, 1:127 
latrogenic, 1:122 
Inflammatory, 1:110 
Neoplastic, 1:123 . 
Traumatic, 1:120 


Nurses 
Disagreement between doctors and, 
7:11 (letter) 
Role of, in pain management, 20:147, 158 


Obesity 

Morbid 

Anesthesia in patients with, 14:234 
Gastric surgery for, 19:141 


Obstetrics 
Doctors dropping out of, 4: 10 
See also Pregnancy | 


Omphalocele . 
Cardiac defects in newborns with, 5:92 


Orphenadriné citrate 
For low back pain, 14:167 


Orthodontic appliances 
Emergencies involving, 18:40 


Osteomyelitis 

Pelvic, diagnosis of, 7:95 

Vertebral, as cause of low back pain, 
14:134 
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Osteonecrosis 
X-ray diagnosis of, 7:149 4 


Osteoporosis 

Postmenopausal estrogen therapy for pre- 
vention of, 19:27 

Vitamin D as cause, 20:24 


Otitis 
Diagnostic signs of, 13:67 
Media, as cause of vertigo, 20:62 


Ototoxicity 
From drug therapy, 20 :64 


Oxycodone 
For tension headache, 7:33 


Oxygen 
For asthma, 8:41 
Hyperbaric 
Applications of, 5:33 
For cyanide poisoning, 14:203 
Dangers of, 5:44 
Equipment for, 5:47 
Nasal, for cluster headache, 7:46 
Supplemental 
For COPD patients who fly, 11:39 
For cyanide poisoning, 14:197 
For methemoglobinemia, 15:92 
For trauma victims, 20:81, 92 


Pain 
Classification of, 20: 191 
Control of ? 
In outpatient surgery, 3:221 
In trauma victims, 20:82 
Hand, caused by sickle cell anemia, 16:169 
Head, 7:31 
See also Headache 
Joint, as symptom of septic arthritis, 16:35 
Low back, 14:123 
Causes of, 14:124 
As sign of lung cancer, 3:85 
, Treatment of, 14:160 
Workup for, 14:140 
Management of, NIH Consensus Develop- 
ment report on; 20:151 
Postoperative, effects of, 
11:169 
Research in, 20:163 
Rebound, as symptom of appendicitis, 
15:102 
Relief of, 7:28 
Hypnosis for, 7:63 
Ketamine for, 7:55 
Narcotics for, 7:66 
Effects of, 7:68 
Inadequate doses of, 7:69 
Nitrous oxide for, 7:49 
Transcutaneous nerve stimulation for, . 
aor 
See also Analgesia; Anesthesia 


Paint 
Lead poisoning from, 5:2@9 
Toxicity from, 18:73 


Palpitations 
As symptom of pheochromocytoma, 14:224 


Pancreatitis 
Acute, x-rays in diagnosis of, 4: 107 
Pulmonary complications of, 2:131 


Panic 
Sudden attacks of, in ex-hostages, 4:92 


Paralysis 

Penicillin ag Cause of, 6:170 

Shellfish poisoning as cause of, 13:44 
10: 50 


Paramedics 
Physician responsibility for, 15:3 


Paraphenylenediamine 
As cause of contact dermatitis, 15:26 


Paraproteinemia 


'. Plasmapheresis for, 21:73 \ 


Parasites 
Seafood as source of, 13:40 


Paresthesia 
Shellfish poisoning as cause of, 13:44 


Patella 
Tripartite, x-ray diagnosis of, 19:147 
See also Knee 


PCP 
See Phencyclidine 


Pelvis 
Osteomyelitis of, 7:95 © 


Pemphigus vulgaris 
Management of, 15:59 


Pencil 
Trick for cleaning stab wound from, 12:67 


Penicillamine 
For rheumatoid arthritis, 19:88 


Penicillin 
Allergy to, diagnosis of, 17:136 


For clostridial infections, 4:68 
Fixed drug eruption from, 15:38 

For gonorrhea, 14:49 

Long-acting, dangers of, 6:170 

For Lyme disease, 10:34 

For meningococcal infections, 14:60 
For odontogenic infections, 18:18 
For pneumococcal infections, 14:65 
For relapsing fever, 10:50 

For streptococcal infections, 14:69 
For syphilis, 14:73 


Penis 
Fracture of, 8:69 


Pentamidine 
For Pneumocystis pneumonia, 


Pentazocine 
Naloxone added to, to prevent abuse, 3:3 


Pentobarbital 
See Sodium pentobarbital 


Pericardiocentesis 
Erroneous interpretation of, 13: 94 
Procedure for, 11 | 


Peritonitis | 
Presenting with scrotal symptoms, 21:58 


Pertussis — 


_As cause of pediatric cough, 4:28 
‘Immunization for, contraindication to, 10: 67 


Management of, 14:62 
Nonclassic, diagnosis of, 13:215. 


Pharyngeal irritation 
of, 4:56 


Pharyngitis 
As sign of tularemia, 10: 39 
Streptococcal, culture for, 5:152; 14:68 


Phencyclidine 
Abuse of, 3:132 


Phenobarbital 

Fixed drug eruption from, 15°38 
Quinidine interaction with* 12:24 

Toxic level of, missed diagnosis of, 7:134 


Phenothiazines 
For: migraine, ‘7:43 


Phenylbutazone 
For postoperative analgesia, 3:225 


Phenytoin 
Fixed drug eruption from, 15:38 
Quinidine interaction with, 12:24 


Pheochromocytoma 
Anesthesia in surgery patients withyi4:221 


Phosphate 


For familial rickets, 8:104 


Photophobia 


As symptom of Colorado tick fever, 10: 43 


_ Photoreactions 


Causes of, 15:46-.. 


Physician-patient relationship 


Economic issues that,subvert, 9:3 
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Misconduct in, 15:63 
In pain. relief, 7:63 


Physicians 


Disagreement between nurses and, 7:11 


(letter) 
English-speaking, directory of, 11:65 . 


Pickwickian syndrome 
In morbid obesity, 19:141 


Pills 
Trick for,swallowing, 18:57 


Pityriasis rosea 
Management of, 15:41 


Placenta previa 
Management of, 3:72 


Plague * 
Bubonic, 13:77 
Pneumonic, 13:78 
Septicemic, 13:80 


Plants 


- Toxins in, 21:45 


Plasmapheresis 

For myasthenic Crisis, 5:112 

Therapeutic, NIH Consensus Development 
report on, 21:73 

See also Apheresis 


Pleura 
Biopsy of, procedure for, 11:195 


Pneumococcus 
In children, 14:65 


~ In elderly patients, 1:52 


Pneumonia 


Aspiration, 16:139 
Basal, differential diagnosis of, 5:53 


As cause of pediatric cough, 4:28 
Legionella, diagnosis of, 16:65 
Mycoplasmal, in children, 14:61 
Pneumococcal, in elderly, 1:52 
Pneumocystis, treatment of, 1 33 
Postoperative, 17:152 

As sign of atypical measles, 8:85 


Pneumothorax 
Management of, 11:195 
In trauma victims, 20:81 


Poison control centers 
Function of, 17:131 
Future of, 17:135 
History of, 17:125 
Listing of, 8:115 

Update on, 13:16 


Poisoning 
In artists, 18:61 
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- Drug-candy-toy look-alikes as cause of, 
12:69 


Food, prevention of, 21:46 

Holiday hazards for, 21:45 
Manufacturers’ hotlines for, 19:97 
Medicolegal issues involving, 7:113 
Mushroom, reporting of, 3:17 (letter) 
From tampering incidents, 14:191 
See also specific substances 


Poison ivy 
As cause of contact dermatitis, 15:25 
Polio ; 
Recurrences of, 4:138 


Posttraumatic stress disorder 


In ex-hostages, 4:87 


Povidone-iodine 
For surgical antisepsis, 5: ps 


Powder 
Aspiration of, 21:11 (letter) 


Prednisone 
For contact dermatitis, 15:34 
For myasthenic crisis, 5:113 
For pediatric asthma, 4:56 & 
For rheumatoid arthritis, 19:86 
For sunburn, 15:53 
Pregnancy 
Adolescent, 3:28 
Goiter in, 1:182 
Amniocentesis in, 3:44; 13:12 (letter) 


-Anesthesia for surgery in, 13:111 


Chlamydial 14:79 


. Diabetes in 


Neonatal RLF as result of, 14:99 

In older women, 3:57 

Timing of delivery in, 7:143 
Drug abuse in, 7:111 
Ectopic 

Douching as cause of, 11:113; 19:11 (let- 

Rupture of, 9:11 (letter) 
Evaluating fetal lung maturity in, 10:57 
Fatty liverof, 9:41 

Lab workup for, 9:45 
Genetic screening in, 16:98 | 
Hazards of art materials in, 18:79 
Medical care during, 4:3 
Multiple, 3:70 
Parental mood swings in, 21:99 
Risk of thrombosis in, 11:141 
Streptococcal carriage in, 19:53 
Tuberculosis in, 2:60; 9:88, 117 
Vitamin A overdose in, as cause of birth 

defects, 20:26 

In women over 30, 3:29 
See also Delivery; Labor 


Prescriptions 
Writing, trick for, 13:212 


Procainamide 
_ Antiarrhythmic properties of, 12:29 
_ Side effects of, 12:32 . 


Progestogens 
_ For prevention of postmenopausal cancer, 


19:37 


Propoxyphene . 


For tension headache, 7;33 


Propranolol 

For arrhythmias, 12:34 

For hypertension, 2:92 ad 
For migraine prophylaxis, 1:147 

For postoperative tachycardia, 11:174 


Pruritus 

Ani, management of, 2:134 
Causes of, 15:53 

Rash with, 5:53 


Psoriasis 
As cause of pruritus ani, 2:140 
Management of, 15:40 


Psychiatric iliness | 
Alcohol withdrawal in patients with, 16:32 


As cause of dermatologic sé self- — 
15:60 


homeless, 17:123 


Malpractice liability cbse ED handling 
of, 9:127 


Misdiagnosis of, as “20th- -century disease, 


8:63; 16:11 (letter) 

See also Delirium; Depression; Emotional 
problems; Psychosis; eens: 
Suicide 


Psychosis 
Acute, transdermal scopolamine as Cause 
of, 7: 86 


Puffer fish 
Poisoning from, 13:52 


Pulmonary artery 
Complications of catheterization of, 1:75 


Pulmonary disease 

In pregnancy, 3:64 

See also Chronic obstructive pulmonary 
disease; Lungs 


Purpura 
Anaphylactoid, hematuria as sign of, 17:45 


Pyloric stenosis 
Hypertrophic, differential diagnosis of, 
14: 109 


Pyrazinamide 
For tuberculosis, 2:58; 9:97 
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Pyridoxine 
Overdose from, toxic effects of, 20: 22 


- For tuberculosis, 9:114 


Q fever 
See Fever 


Quinacrine 
For giardiasis, 14:48 


Quinidine | 
Antiarrhythmic activity of, 12:22. 
Side effects of, 12:23 


Quinine 
For babesiosis, 10:49 


Rabies 
In children, 14:66 


Radius 
Deformities of, cardiac defects i in | newborns 
with, 5:92 


Rash | 
See Skin 


Raynaud’s phenomenon 
Variation of, 15:140 — 


Recovery room 
Postoperative problems in, 20:117 


Relapsing fever 
See Fever 


_Renin 
Effect of surgery on, 11:166 


Respirators 
For air travel in lung-disease patients, 11:40 


Respiratory compromise 
In elderly surgical patients, 1:172 


Respiratory distress 
In blunt laryngeal trauma, 19:54 


Respiratory failure 
In myasthenic crisis, §:112 


Respiratory insufficiency 
In morbidly obese, gastric sei be for, 
19:141 
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Resuscitation 
Decision to withhold, 2:3 
See also Cardiopulmonary resuscitation 


Retina 
sirens bisa of, near misdiagnosis of, 20:74 


Retrolental fibroplasia 
In newborns, causes of, 14:99 


Rhinitis 

Allergic, as cause of pediattic cough, 4:33 

As cause of pediatric nasal obstruction, 

Medicarhentosa. 1:122 


Rhinorrhea - 
CSF, cnemenameincai computer test on, 9:35 


Rib 

Fracture of, management of, 11:229 
First, 2:29; 8:13 (letter) 

Slipping, 14:189 


Rickets 


Hereditary hypophosphatemic, 8: 101 


Rifampin 
As cause of liver toxicity, 9: 91 
For tuberculosis, 2:58; 9:85 


Ring 
Trick for removing, 2:52; 4:137 


Rocky Mountain spotted fever 
See Fever 


Rubber 
Synthetic, as cause of contact dermatitis, 
15:31 


Long-distance, iron deficiency in teenage 


girls caused by, 8:163 


& 
Sacroiliitis 

As cause of low back pain, 14:133 
Safety 

Child, 6:93; 7:2 

Salt 


Kidney patients’ retention of, 11:61 


Saphenous vein 
For vascular access after otaciiihe’ aortic 
trauma, 1:15 (letter) 


Sarcoid disease 
Pulmonary, differential diagnosis of; 19:44 


Scabies 
In homeless, 17:93 


Scalpels 
For outpatient surgery, 5:168 


Scanning | 

Computed tomography, in diagnosis of 
Delayed rupture of the spleen, 21:55 
Lacunae, 6:108 
Low back pain, 14:156 

Radionuclide, in diagnosis of 
Common bile duct obstruction, 4:63 
Pelvic osteomyelitis, 7:96 

See also Ultrasonography 


Scapula 
Fracture of, injuries associated with, 7:137 


Schizophrenia 
Alcohol withdrawal in patients with, 16:33 


Scintigraphy 
See Scanning 


Scissors 


For outpatient surgery, 5:169 


Scoliosis 
In children, 6:63 


Scombroid 
Seafood as source of, 13:41 


Scopolamine 
Postoperative delirium caused by, 20:119 
Transdermal, effects of, 7:86 


Scrotum 


Pathology of 
In incarcerated inguinal hernia, 20:166 
As sign of abdominal problems, 21:55 


Seizures 

Alcohol-withdrawal, management of, 16:33 

As cause of vertigo, 20:64 

As contraindication to pertussis immuniza- 
tion, 10:67 


Selenium 
Poisoning from, 20:23 


Semen 


/Analysis of, 2:107 


Blood cultures for diagnosis of, 21:61 
Plague as cause of, 13:80 
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Sexually transmitted disease 
See AIDS; Chlamydia; Gonorrhea; Herpes, 
Syphilis 


Shellfish 
Poisoning from, 13:30; 


Liver, 7:89 
Toxic, in burn patients, 10:73 


Shoes 
.As cause of contact dermatitis, 15:31 


Shoulder 
Fracture of, injuries associated iit, 7:137 
Occult, x-ray diagnosis of, 3:237 ° 


Sickle cell anemia ti 
See Anemia 


‘Sinusitis 
As cause of 
Dental pain, 18:31 
Pediatric cough, 4:28 
Pediatric nasal obstruction, 1:11 . 


Skiing 
Advanced life-support systems for, 21:3 - 
Knee injuries fom, 21:25 


Skin 
Effects of art c on, 18:63 
Emergencies involving, #5:23 
Infection of, otitis as cause of, 13:67 
Lesions on, as sign of 
Lyme disease, 10:32 
Syphilis, 15:45 
Tularemia, 10:39 : 
Pallor, as.sign of anemia, 18:117 
Rash on 
Pruritic, 5:53 
Red, causes of, 15:37 
As signof 
Erythema multiforme, 18:117 
Relapsing fever, 10:49 
Rocky Mountain spotted fever, 10 29 
Self-mutilation of, 15:60 
See also Dermatitis; Dermatology; Pruritus; 
specific disorders 


Skull 
Fracture of, diagnostic signs of, 13:67 


Smoking 
‘Trick for eliciting accurate history of, 2:52 
See also Tobacco 


Sodium ‘nitrite | 
For cyanide poisoning, 14: 198 


Sodium pentobarbital _ 
local anesthesia, 5:201 


thiosulfate 
For cyanide poisoning, 14: 198. 


fy of 3: 131 
Used by artists, toxicity of, 18:64 


Spectinomycin 
For gonorrhea, 14:49 | 


Sphincter 

Anal, repair of 
For fecal incontinence, 6:136 - 
For fissure-in-ano, 5:158 


Spiders 
Human-biting genera of, 11:8 (letter) 


Spine 
Cord injury, oxygen for. §:43 
Curvature of, in children, 6:63 
Fracture of 
Cervical, misseg diagnosis of, 8:210 
Lumbar, 6:70 
Injury to, in trauma victims, 20:94 
Lumbar puncture of, 6:115 
Manipulation of, for low back pain, 14:168 
Penetrating wounds of, 13:105 


Spleen 

Rupture of, 18:45 
Delayed, 21:55 
Missed diagnosis of, 3:115; 19:71 
X-ray diagnosis of, 11:237 


Splenomegaly 
As sign of babesiosis, 10:47 


Staphylococcus 
As cause of septic arthritis, 16:35 
In children, 14:68 


Staple gun 
Carpal tunnel Syndrome from use of, 3:186 


Steroids 
For asthma, 8:42 
Pediatric, 4:56 


_ For contact dermatitis, 15:34 
For migraine, 7:44 


For myasthenia gravis, 5:110 
For pemphigus vulgaris, 15:59 


For rheumatoid arthritis, 19:83 


Stethoscope 


For talking to hard-of-hearing in ED, 4:137 


Stillbirth 


| Effect of maternal age on rate of, 3:49 


Stockholm syndrome 


In hostages, 4:78 


Stockings 


_Gradi git prophy- 


laxis, 11:142, 160 


Stool 
Culture of, determining need for, 11:116 
Melena in, 2:71 


Streptococcus 


_ Group B, chemoprophylaxis for neonatal, 


19:50 
Nephritis after infection with, 17:33 
Pediatrie infections from, 14:68 
Pharyngitis, throat culture for, 5:152; 14:68 © 


~Pneumoniae, as Cause of pediatric sinus-- 


itis, 1:115 


Streptokinase 


_ Anaphylaxis from, test to avoid, 16:120 


Streptomycin 

For plague, 13:81 

For tuberculosis, 2:58 
For tularemia, 10:40 


Stress 
As cause of malignant hyperthermia. 
15:112, 139 


» Holidays as cause of, 21:51 


Stroke 
Antidepressant therapy for, 20: 43° 
Diagnosis and treatment of, 6:94 
Hemorrhagic, 6:109 
Ischemic, 6:98 
Hyperbaric oxygen in treatment of, 5:44 
Hypertension after, 6:116; 16:58 
See also Transient ischemic attack 


Succinylcholine 
As cause of malignant hyperthermia, 
15:109, 139 


Suicide 
Malpractice liability involving handling of 
potential, 9:127 


Sulfadiazine 
For AIDS-related toxoplasmosis, 4:33 


Sulfasalazine 
For arthritis, 19:87. 


For Chlamydia, 14:46 


Sunburn | 
Management of, 15:53 
Prevention of, 15:48 7 


Suppositories 
Trick for slicing, 8:97 


‘Surgery 


Cardiac risk index for cirididdtes for, 9:22 
In diabetics, 12:89 


_ 
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In elderly patients, 1:169; 16:125 
Calculating risk of, 16:131 
Postoperative effects of, 16:139 

Gastric, for morbidly obese, 19:136 

Neuroendocrine changes in, 11: 1 65 

Outpatient 
Advantages of, 2:19 
Anesthesia for, 3:223; 5:201 
For anorectal problems, 4:103; 7:123 

Patient instructions for, 7:125 
Antisepsis in, 5:194 | 
Bandaging techniques for, 13:177. 

On breast, 16:147 

Centers for, 12:3 

Draping for, 5:194 

Emergency airway management during, 

9:135 
Equipment for, 2:22; 5:167 
Instruments for, 2:24 
Limits of, 5:3 
Pain control in, 3:221 
Psychology of, 2:21 
Techniques for, 5:167 
Thoracic, procedures in, 11:185 
Venous and arterial access for, 10:101 
Wound closure in, 8:141 | 
Wound debridement in, 6:147 

In pregnancy, 13:111 

Problems in recovery room after, 20:117 

Pulmonary complications after, %7:151 

Screening tests for candidates for, 10:77 

Thrombosis and embolism from, 11:140, 

153 | 
Prophylaxis for, 11:142, 157 

Sutures 

Materials for, 8:145 

Removal of, 8:151 : 

Techniques for, 5:191; 8:144 


Sweating 
As sign of pheochromocytoma, 14: 224 


Swimming pools 
Chemicals for, toxicity from, 14:89 


Syncope 
Heat as cause of, 14:181 
Splenic rupture as cause of, 19:71 


Synovial fluid 
.Laboratory evaluation of, 4:95 


Syphilis 

In children, 14:73 

Laboratory evaluation of, 6:118 © 
Secondary, dermatologic ve of, 15:45 


Syringe 
For administering liquid medication, 8:97 
Warning on use of, 12:67 
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Tachycardia 
Air travel as cause of, 11:28 
Postoperative, 11:166 


Tamoxifen 
For breast cancer, 3:109 


Tamponade 
See Cardiac tamponade 


Teeth 

Emergencies involving, 18:17 

Fractures of, 18:34 i 
Trick for dressing, 14:94 


Temporomandibular joint 
Dislocation of, 18:27 


Reduction of, trick to avoid bites during, | 


20:138 


Tension 
As cause of low back pain, 14:128 


Teratomas 
As cause of pediatric nasal obstruction, 
1:127 


Terminal iliness 
Withholding resuscitation from patients 
with, §5:142; 12:11 (letter) 


Testosterone 
In treatment of impotence, 1:99 


Tests 
For AIDS antibody, 1:27, 41; 8:133:; 14: 45 
For appendicitis, 15:99 
For APTT, 16:109; 18:85 
For asthma, 8:32 ; 
For atypical measles, 8:89 
For .babesiosis, 10:47 
For bacteremia, 12:59 
Barlow's, 6:48 
For botulism, 3:206 
Burns, 14:145 
For Campylobacter, 13:102 
For cancer, 20:101 | 
For causes of teenage goiter, 1:186 
For Chlamydia, 14:46, 77 
For Colorado tick fever, 10:43 
For congenital hip dislocation, 6:48 
For cyanide poisoning, 14:192 
For cystic fibrosis, 13:133 
For diabetes risk, 15:75 
Dipstick 
In children, 17:21 * 


Noninvasive, for congenital heart disease in 


Trick for avoiding errors in, 14:94 
In evaluation of pediatric hematuria, 17:62 
For fatty liver, 9:45 
For fetal lung maturity, 7:143; 10:57 
Flow cytometry, 8:49 
For giardiasis, 14:48 
For gonorrhea, 14:49 
For Hemaphdus influenzae, 14:50 
For hepatitis B, 14:52 
In impotence workup, 1:95 
For Kawasaki syndrome, 14:58 
For Legionella pneumonia, 16:65 
For low back pain 
Laboratory, 14:156 
Physical, 14:145 ¢ 
For lung-disease patients who travel, 11:39 
For Lyme disease, 10:34 
For male infertility, 2:105 
For meningococcal infection, 14:60 
For mumps, 14:61 

For Mycoplasma pneumoniae, 14:61 
For neurologic.deterioration, 1:157 


newborns, 3:242 
For Norwalk virus, 13:33 
Ortolani’s, 6:48 
For pain assessment, 20:152 
For pelvic osteomyelitis, 7:96 
For penicillin allergy, 17:136 
For pertussis, 13:215; 14:62 
For pheochromocytoma, 14:224 
For plague, 13:80 
For pneumococcal infections, 14:65 
For pneumococcal pneumonia, 1:55 
Preoperative screening, 10:77 
Pulmonary function, 11:185 
In diagnosis of asthma, 4:39 
For rabies, 14:66 ——- 
In rheumatoid arthritis, of nenepenile re- 
sponse, 19 :78 
For sacroiliitis, 14:133 
For scoliosis, 6:64 
Self- 
On dermatology (ACP), 9:170 
On internal medicine (ACP), 8:170 
On maxillofacial trauma, computer, 
11:177 
On medical toxicology, 7:98 
On neurology, 21:111 
On pediatric upper.airway obstruction, 
computer, 8:75 
On posttraumatic CSF rhinorrhea, com: 
puter, 9:35 
For Staphylococcus, 14:68 
For streptococci, 14:68 
For streptokinase sensitivity, 16:120 
Sweat, 13:138 . 
Synovial fluid, 4:95 | 
For syphilis, 6:118; 14: 73 
False-positives and false- pegalives of, 
6:121 
Sensitivity of, 6:122 
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For tetanus, 14:74 
For tuberculosis, 9:82 
Interpreting negative results in, 9:102 
For tularemia, 10:39 
For varicella-zoster, 14:76 
Visual acuity, after eye trauma, 19:143; 
20:74 
For workup of pediatric cough, 4:49 


Tetanus 

In children, 14:74 

Prophylaxis against, in trauma victims, 
19:59; 20:95 


Tetracycline 

For Chlamydia, 14:46; 16:46 
For gonorrhea, 14:49 
For Lyme disease, 10:34 
For plague, 13:81 
For Q fever, 10:50 
For relapsing fever, 10:50 
For Rocky Mountain spotted fever, 10:30 


Tetralogy of Fallot 
In malformed newborns, incidence of, 5- 92 


Theophylline 
-For pediatric asthma, 4:51 


Thermometer 
Tri€k for using, 10:96 


Thiamine 

Depletion of 
In alcoholics, 16:26 
In homeless, 17:104 


Volunteer medical service in, 16:3 
Thoracentesis 

Procedure for, 11:190 


~ Thoracotomy 
For blunt thoracic trauma, 8:158 


Thorax 
See Chest 


Throat 

Obtaining strep culture from, 5:152. 

Trick to facilitate examination of, in chil- 
dren, 2:52: 18:57 


Thrombocytopenia 
Cardiac defects in newborns with, 5:92 


Thrombolysis 
See Streptokinase 


Thrombosis 
Air travel as cause of, 11:33, 39 
NIH Consensus Development report on, 
11:139 
Overview of, 11:153 


Prophylaxis for, 11:142, 157 | 

Renal vein, hematuria as sign of, 17:51 

Risk factors for, 11:140, 154 

Of superior vena Cava, from pulmonary ar- 
tery catheterization, 1:79 

Venous, Doppler ultrasound in diagnosis of, 
8:128; 15:11 (letter) 


Thrombotic thrombocytic purpura 
Apheresis for, 3:122 


Thumb 

Collateral ligament injuries of, 14:115 

Deformities of, cardiac defects in newborns 
with, 5:92 

Splinting of, for jaw reduction, 20:138 

Web space below, trick for repair of, 20:138 

See also Finger; Hand 


Thyroid 
Enlarged, in pregnant adolescents, 1:182 


Tibia 
Internal torsion of, 6:38 | 
Lesion of, x-ray diagnosis of, 14:239 


Stress fracture of, _— diagnosis of, 15:145 


“Ticks 

Diseases by, 10:27 | 
Diagnosis and treatment of, 10:29 
Prevention of, 10:50 ind 

Removal of, 6:83 . 

See also specific diseases 


Timolol 
For migraine prophylaxis, 1: 147 


Tobacco 
Chewing, trick to elicit history of, 12:67 
See also Smoking | 


Tocainide 

Antiarrhythmic properties of, 12:32 
Side effects of, 12:33 
Toe 
Fractured, adapting a shoe to fit, 21:68 


Tomography 
See Scanning 


Tongue 
Laceration of, 18:32 


Tongue blades 


As children's gifts, 6:93 


Tonsils 
‘Obtaining strep from, 5:152 


Toothache 
Emergency management of, 18:18 


Topical agents 
As cause of contact dermatitis, 15:31 


Torsade de p intes 
Recognition of,|5:118 


Tourniquet 
Forgetting to remove, 21:87 


Toxemia 
In pregnant women over 35, 3:54 


Toxic epidermal necrolysis 
As true dermatologic emergency, 15:59 


Toxicology 

Medical 
Legal issues involving, 7:113 
Self-test in, 7:98 

See also Poisoning 


Toxic shock syndrome 


In burn patients, 10:73 


Toxoplasmosis 
AIDS-related, 1:33 


Toys 
Hazardous look-alike, 12: af 21:11 (letter) 
Safety of, 21:48 


Tracheostomy 
Emergency, 9:154; 19:54 


Tranquilizers 
Abuse of, 3:139 


Transaminase ; 
Increased levels of, shock liver as Cause of, 
89 


electrical nerve 
lation 
For pain management, 7:57; 20:158 


Transient ischemic attack 
Etiology of, 6:96 
See also Stroke 


Transportation 
Helicopter, EMS standards for, 10: 3 > 
See also Traveling 


Trauma 
Care in first hour after, 20:79 


_CSF rhinorrhea after, 9:35 


Deceleration thoracic, 8:152 
In homeless, 17:117 | J 
Neurologic, signs of deterioration in victims 

of, 1:157 
Penetrating, peritoneal lavage for, 2:117 
Prevention of, social issues in, 6:3 
See also Wounds; specific eu areas 


Traveling 

Diarrhea during, 3:17 (letter) 

Directory of English- —! physicians 
for, "1 ‘65 
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With endocrine diseases, 11:41 
With heart disease, 11:26 
Hepatitis from, 13:210 

With kidney disease, 11:54 
With respiratory disease, 11:35 


Trazodone 
In poststroke te therapy, 
20:43 | 


Trenchfoot 
In the homeless, 17:122 


Trichomoniasis 
In men, 1:57 


Trimethoprim-sultamethoxazole 
For cystitis, 5:87 

Fixed drug eruption from, 15:38 
For Pneumocystis pneumonia, 1:33 
For sinusitis, 4:59 


Trismus 
Management of, 18: 24 


Trisomy D 
Cardiac defects, in newborns with, 5:92 


Trisomy 13 
Cardiac defects in newborns with, 5:92 


Tuberculosis 
In AIDS, 9:88, 114 
Atypical presentations of, 9:102 
- Diagnosis of, 9:80, 101 
Extrapulmonary, 9:109 
In homeless, 17:96 
Incidence of, 9:74 
Changes in, 9:101 
Mass screening for, 9:98 
Meningeal, 9:112 
Differential diagnosis of, 10:146 
Preventing spread of, 9:97, 1 
Treatment of, 9:85 
ACCP consensus report on, 2:57 . 
‘Changes in, 9:117 


Tularemia | 
Clinical manifestations of, 10:34 
Treatment of, 10:40 


Tumors 
In pregnancy, 3:69 


Retrolabyrinthine, as cause of vertige, 20:64 


Turner’s syndrome 
defects in newborns 5:92 


Twentieth-century disease 
Psychiatric disorders described as, 8:63; 
16:11 (letter) 
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Uicers 

Aphthous, 18:27 

Leg, in homeless, 17:108 
Treatment of, 17:111 


Ultrasonography 


in diagnosis of multiple pregnancy, 3:70 — 
_ Doppler, in diagnosis of venous throm- 


bosis, (letter) 
See also 


Unna boot 
For leg ulcers, 13:200 


In homeless, 17:111 


Urethritis 
As sign of trichomonidsis in men, 1:57 
Urinalysis 

Dipstick 


Pediatric, 17:21 
Trick for avoiding errors in, 14:94 
Misleading, 6:131 


Urinary tract 


- Infection of 


Diaphragm use as cause of, 6:81 
Hematuria as sign of, 17:51 
Trauma to, as cause of hematuria, 17:56 


Urine 
Trick for straining stones from, 8:97 
See also Urinalysis 


Vaginitis 
Failure of single-dose treatment for, 3:85 


Valsalva maneuver 
For determining sympatholytic effects of 
beta blockers, 2:92 


Valves 
Abnormalities of, from pulmonary artery 
_Catheterizations, 1:79 


Vancomycin 
For staphylococcal infections, 14:68 


Va ricella-zoster 
In children, 14:76 


Varicocele 
As cause of infertility, 2:105 


Vascular disease 
Peripheral, in the homeless, 17: 111 


Vasopressin 
Effect of surgery on, 11:166 


Veins 
Access to, 10:101 
Subclavian, 10:122: 15: 1 (letter) 
Trick for, 12:67 
Cutdown of, 10:116 
Trick for catheter introduction after 12:67. 
Repair of, 6:168 | 


Vena cava 
Thrombosis of, from pulmonary artery cath- 
eterization, 1:79 


Venereal disease 
See specific diseases 


Ventilation 


‘In elderly surgical patients, 1:172 


See also Cardiopulmonary resuscitation 


Verapamil 
Antiarrhythmic properties of, 12:45 
Side effects of, 12:46 


Vertigo 

In children, causes of, 20:49 

As side effect of drug therapy, 20:70 

As symptom of vertebrobasilar disease, 
6:108 


Vestibular neuronitis. . 
As cause of vertigo; 20:61 


Vibrio vulnificus 
Seafood as source of, 13:37 


Vidarabine 
For herpes simplex, 14: 55 
For varicella-zoster, 14:76 


Vinblastine 
For Kaposi's sarcoma, 1:34 


Viral exanthems 
Management of, 15:40 


Vision 
Blurred, sarcoid disease as cause of, 19:44 
Testing of, 19:143; 20:74 


Vitamins 

A, toxic reactions to, 20:24=_)= 

B, deficiency in homeless, 177104. 
C, toxic reactions to, 20:22 
D, toxic reactions to, 20:23 mete. 
D. for hypophosphatemic rickets, 8:104 
Self-medication with, toxicity from, 20:22 


Volunteer service 
In Third World, 16:3 


Vomiting 
See Emesis 
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Warfarin 
Fixed drug eruption from, 15:38 
For prevention of stroke, 6:117 
‘Quinidine interaction with, 12:24 
For 11:142, 159 


Water 
Cold, for vascular headaches, 7:46 
Lead content of, 5:209 


Weakness 
As harbinger of myasthenic Crisis, §:110 
As symptom of 

Lung cancer, 3:85 

Polio recurrence, 4:138 


Weight loss 
In morbid obesity, 19:141 
As sign of 
Lung cancer, 1:49; 3:85 é 
Sarcoidosis, 19:44 - 
Tuberculous meningitis, 10:146 . 


Wheezing | 
Causes of, 8:29 


Whooping cough 
See Pertussis 


Wolff-Parkinson-White. syndrome 
Fibrillation from, eds 


Workplace 
Chemicals in; 7:117 
Formaldehyde in, 9:62 


Wounds 

Botulism in, 3:218; 7:111 

Chest, sucking, care of, 11:226 

Closure of, 6:168; 8:141 

Crushing, hyperbaric oxygen to prevent 
compartment syndrome in, 5: 40 

Debridement of, 6:147 

Gunshot, to lower back, 3:191 

Management of, 6:147 

Pencil-point, trick for cleansing, 12:67 

- Stab, of spine, 13:105 

Trick for prepping, 13:212 

See also Trauma 
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X-rays 


- Abdominal, indications for, 18: 51, 


Chest’ 
In diagnosis of pneumothorax, 11: 198 
In management of plague, 13:84 
In preoperative screening, "Oe 

In diagnosis of 
Acute pancreatitis, 4:107 
Alveolar fracture, 18:20 
Ankle fracture, 6:70 
Atypical measles, 8:89 
Avulsion of medial epicondyle, 9:185; 

21:224 

Boerhaave’s syndrome, 13:219 
Congenital heart disease, 3: 242 
Congenital hip dislocation, 6:57 
Femoral fracture, 2:142 : 
Fibular dislocation, 17:169 | 
Hypophosphatemic rickets, 8:102 
Lipohemarthrosis, 5:221 . | 
Low back pain, 14:155 
Occult shoulder fracture, 3:237 


Osteonecrosis of femoral condyle, 7:149 |. 


Pediatric cough, 4:39 
Pediatric nasal obstruction, 1:110 
Penetrating wounds of spine, 13:110 
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Pneumococcal pneumonia, 1:55 
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Tibial lesions, 14:239 
Tripartite patella, 19:147> 
Tuberculosis, 9:80 
Lateral spine, failure to obtain, 8:210 
In management of 
Rheumatoid arthritis, 19:77 
Scoliosis, 6:65 
In workup of deceleration chest trauma, 
8:158 
See also specific imaging techniques | 
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Abuse of, 3:144 


Zinc 
Deficiency of, in homeless, 17: 104 


Zipper 
Trick for uncatching foreskin baa 13:212 


Zomepirac sodium 
For postoperative analgesia, 3: 225 
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Meclomene (meciofenamate sodium capsules, USP) 


Before prescribing, please see full prescribing information. 
A Brief Summary follows. 
CONTRAINDICATIONS: Patients who have | exhibited Meclomen 
tivity or in whom aspirin or other nonsteroidal antiinf nenrnasery trees (NSAIDs) induce 
symptoms of bronchospasm, allergic rhinitis, or urticaria, WARNINGS: In patients with 
a history of upper gastrointestinal (GI) tract disease, Meclomen should be given under 
lose supervision (see Adverse Reactions section). Peptic ulceration and GI bleeding, 
sometimes severe, including one fatality, have been reported. PRECAUTIONS: General: 
Patients receiving NSAIDs should be evaluated periodically to insure that the drug is 
still necessary and well tolerated (see other Precautions, Warnings and Adverse Re- 
Ctions). Diarrhea, Gl irritation and abdominal pain may be associated with Meclomen 
therap . Dosage reduction or temporary discontinuation generally control these symp- 
oms (See Adverse Reactions and Dosage and Administration sections). Decreases in 
hemoglobin and/or hematocrit levels have occurred in approximately 1.01 6 patients, but 
rarely required discontinuation of therapy. The clinical data revealed no evidence of in- 
creased chronic blood loss, bone marrow suppression, or hemolysis to account for de- 
creases in Hb or Hct levels. Patients receiving long-term Meciomen therapy should have 
Hb and Hct values determined if anemia is suspected on clinical grounds. If a patient 
develops visual symptoms (see Adverse Reactions) during therapy, the drug should be 


discontinued and the patient should have a complete ophthalmologic examination. | 


When Meclomen is used in combination with steroid therapy, any reductign in steroid 
dosage should be gradual to avoid possible complications of sudden steroid withdrawal. 
Adverse effects are seen more commonly in the elderly; a lower starting dose and care- 
ful follow-up are advised. As with other NSAIDs, borderline elevations of one os more 
‘liver‘tests may occur in some patients. These abnormalities ma progress, re 
sentially unchanged, or be transient with continued ney he SGPT 
probably the most sensitive indicator of liver dysfunction. Meaningful (3 times the up- 
per limit of normal) elevations of SGPT or SGOT (AST) occurred in controlled clinical 
rials in less than 1% of patients. A patient withisymptoms and/or signs suggesting liver 
dysfunction, or in whom an abnormal liver test has occurred, should be evaluated for 
evidence of the development of more severe hepatic reaction while on therapy with 
Meclomen. Severe hepatic reactions, including jaundice and cases of fatal hepatitis, have 
been reported with other NSAIDs. Although such reactions are rare, if abnormal liver 
tests persist or worsen, if clinical signs and symptoms consistent with liver disease de- 
yous. or if systemic manifestations occur (eg, eosinophilia, rash), Meclomen should 
be discontinued. Renal Effects: As with other NSAIDs, long-term administration of 
meclofenamate sodium to animals has resulted in renal papillary necrosis and other ab- 
normal renal pathology. In humans, there have been reports of acute interstitial ne- 
each with hematuria, proteinuria, and occasionally nephrotic syndrome. A second 
orm of renal toxicity has been seen in patients with prerenal conditions leading to a re- 
duction in renal blood flow or blood volume, where the renal prostaglandins (PGs) have 
a pe ty role in the maintenance of renal perfusion. In these patients administration 
of an NSAID may cause a dose-dependent reduction in PG formation and may precipitate 
overt renal decompensation. Patients at greatest risk of this reaction are those with im- 
paired renal function, heart failure, liver dysfunction, those taking diuretics, and the 
elderly. Discontinuation of NSAID therapy is typically followed by recovery to the pre- 
treatment state. Since Meciomen is eliminated by the kidneys, patients with signifi- 
cantly impaired renal function should be closely monitored; lower daily dosage should 
be anticipated to avoid excessive drug accumulation. Information for Patients: Patients 
should be advised that nausea, vomiting, diarrhea and abdominal pain have been as- 
sociated with the use of Meclomen and accordingly should consider discontinuing the 
drug and contacting his/her ao if any of these conditions are severe. Meclomen 
may be taken with meals or milk t | 
of an antacid (specifically, aluminum and magnesium hydroxides) does not interfere 
with absorption of the drug. Laboratory Tests: Patients receiving long-term Meclomen 
therapy should have Hb and Hct values determined if signs or symptoms of anemia oc- 
cur. Low WBC counts were rarely observed in clinica! trials. These low counts were 
transient and usually returned to normal-while the patient continued on therapy. Persis- 
tent leukopenia, granulocytopenia, or thrombocytopenia warrants further clinical eval- 
uation and may require discontinuation-of the drug. When abnormal blood chemistry 
values are obtained, follow-up studies are indicated. Elevations of serum transaminase 
levels and of alkaline phosphatase levels occurred in approximately 4% of patients. An 
occasional patient had elevations of serum creatinine or BUN levels. Drug Interactions: 
1. Warfarin: Meclomen enhances the effect of warfarin. Used concomitantly, the dosage 
of warfarin should be reduced to prevent excessive prolongation of the prothrombin 
time. 2. Aspirin: Concurrent administration of aspirin may lower Meciomen plasma lev- 
els. Urinary excretion is unaffected by aspirin, indicating no i in Meclomen ab- 
— sorption. Meclomen does not affect serum salicylate levels. Greater fecal blood loss 
results from concomitant ad tration than from either drug alone. 3. Propoxyphene: 
Concurrent administration of propoxyphene HC! does not affect Meclomen bioavailabil- 
ity. 4. Antacids: Concomitant administration of aluminum and magnesium hydroxides 
does not interfere with Meclomen absorption. Carcinogenesis: An 18-month study in 
rats revealed no evidence of carcinogenicity. Pregnancy and Nursing Mothers: Because 
there are no adequate and well-controlled studies in pregnant women and it is not known 


whether the drug is excreted in human milk, Meclomen is not recommended for use - 


during pregnancy ———s in the 1st and 3rd trimesters) or in oe women, 
based on animal findings. Pediatric Use: Safety and efficacy in children under age 14 
have not been established. ADVERSE REACTIONS: Incidence Greater than 1%: The fol- 
lowing adverse reactions were observed in clinical trials and included observations from 
more than 2,700 patients (594 treated for 1 year and 248 for at least 2 years): Gl: The 
most frequently reported adverse reactions associated with Meclomen involve the fas- 
trointestinal system: Diarrhea (10%-33%), nausea with or without vomiting (11%), 
other gastrointestinal disorders (10%), abdominal pain? pyrosis* flatulence? anorexia, 
constipation, stomatitis and peptic ulcer. Cardiovascular: Edema. Dermatologic: 


Rash* urticaria, pruritus. CONS: Headache? dizziness* Special Senses: Tinnitus. Inci- . 


dence Less than 1% (Probably Causally Related): The following adverse reactions 
were reported less frequently than 1% during controlled clinical trials and through vol- 
untary reports since marketing. The probability of a causal relationship exists between 
the drug and these adverse reactions. GI: Bleeding and/or perforation with or without 
obvious ulcer formation, colitis, cholestatic jaundice. Renal: Renal failure. Hemato- 
logic: Neutropenia, thrombocytopenic purpura, leukopenia, agranulocytosis, hemolytic 
anemia, eosinophilia, decrease in Hb and/or Het. Dermatologic: Erythema multiforme, 
Stevens-Johason syndrome, exfoliative dermatitis. Hepatic: Alteration of liver function 
tests. nye Lupus and serum sickness-like symptoms. Incidence Less than 1% 
(Causal Relationship Unkno@n): Other reactions have been reported but under con- 
ditions where a causal relationship could not be established. However, in these rarely 
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